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SHOULD THE SHOEMAKER’S WIFE HAVE 
SHOES? 





HEN a manufacturer holds up his line of 
Sanitary ware, or specialties, or other 

goods of value to the trade, as examples 
of the latest and best practice, does he show his 
belief by modern installations on his own prem- 
ises? 

"Tis said that all charity begins at home. And 
so should the manufacturers and jobbers of sani- 
tary plumbing goods be the first to insist upon the 
best sanitary practice in their own premises. 

It's in the factory—where the product is made, 
and where the advantage of sanitary plumbing in 
the health of the worker should be most evident— 
that we expect to see the science of sanitation best 
exemplified. 

The writer has been privileged recently to look 
into the sanitary conditions of two factories whose 
product is called ‘sanitary’ and is sold to the trade 
for sanitary purposes. 

Both factories are located at some distance from 
the business centers of the cities in which they 
are located. Perhaps, so far as we know, they are 
Outside the corporate limits and are not subject to 
local plumbing ordinances. And immediately the 
question arises, should the manufacturers of san- 
itary plumbing goods set an example, or be forced 
to keep their premises in a sanitary condition? 


An inspection of one of these plants revealed a 
condition in the workmen’s toilets that was to say 


the least abominable. Wooden flooring that had 
long ago served its purpose was supposed to sup 
port closets the broken putty joints of which show 
ed the futility of the effort. Ventilation: 
was none. 


There 
The wash sinks were bad enough, but nowhere 
about the place could drinking water be obtained 
but from an old tin dipper. Sanitary drinking 
fountains? Never heard of such a thing. 

Do the master plumbers of that city believe that 
manufacturers of “sanitary” goods should show 
them under actual working conditions?’ ‘There’s a 
co0d plumbing job there for some one. 

In the case of the other factory local plumbing 
ordinances were ignored—no vents were put in 
the job was cheapened in every possible way 

lf a manufacturer comes to you for business, a 
proper question to ask is: “Do you take your own 
medicine? Does your plant stand as an example 
of modern plumbing practice?” 


There's a lot of business in sight, gentlemen. 


WALT MASON’S POEM ATTRACTS AT- 
TENTION. 

Most of you have read the poem “Doctor Plumb 
er,’ by Walt Mason, written especially for “Do 
mestic [ngineering”’ 
Year’s number. 


and published in our New 


Many of the master plumbers over the country 
have had this poem reprinted in their local news- 
papers, for the good of the trade. ‘The last issue 
of “Sanitary Pottery,” published by the Trenton 
Potteries Co., Trenton, N. J., 
tion of the poem with illustrations. The “Indiana 
Master Plumber” and the “Ohio Master Plumber,” 


contains a reproduc- 


published in the interests of those state associa- 
tions will publish the poem in their next issues. 
Wm. C. 


Ohio, will have the illustrations used with this 


Groeniger, state plumbing inspector of 


poem made into slides for a lecture he expects 
to deliver, and in which he will read the poem. 
If you haven’t read the poem, send for a copy 









Oxy-Acetylene Welding of Gas Pipe Mains 


By D. E. Keppelman, Supt. Pacific Gas and Electric 
Co., San Francisco, Cal., in ‘“The Acetylene Journal’’ 
















L.L. history has proven that when a limit to progres ng newer methods, a new system and causing 
s10on of development im any particular direction has enormous Saving in costs 
j . 1, } $44 +} - , - | ] — —_ , . 
een reached, turthe Proere and development figure 1 shows a type ot car used tor emerge: 
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ir company insists that modern 


Maximum results at Minimum 











Ooxy-Acetvylene Welded Pipe 















3.—Style of Welded Fitting Made 
on the Job 





Fig. 1 Type of Car Used for Oxy-Acetylene Pipe Welding Pig. 













osts.” With this in mind, and knowing the wonderful tirely with high pressure gas. Knowing of the inadequate 
achievements derived in the past, to obtain the results supply of gas at other World’s Fairs, Mr. E. C. Jones, 
as insisted upon, with the change of conditions, to even chief engineer of the gas department of our company, 
compete, surely necessitated a radical departure from the designed a system of high pressure mains, which will 
former methods of procedure. positively insure a sufficient supply of gas at all times. 






The system will consist of 15,000 feet of 8-inch steel tub- 





What the several photographs inclosed throw light 





ing, supplied from two 8-inch connections off the 16-inch 





upon is, first, the development in the history of gas dis 





high pressure line now connecting Potrero Gas Plant with 





tribution, including as one factor the automobile, and as 





North Beach. This &8-inch line will make a continuous 





another, representing a marked departure, the welding 





loop around the fair, 4-inch laterals being supplied from 





f main and other gas pipes by means of the oxy- 








O 
acetylene torch. The automobile equipment of the Pacific if. 

Gas & Electric Company includes, approximately, 175 This entire installation, consisting of pipe, fittings, drips 
motor cars and trucks, assigned to the gas distribution and drop connections and governor connections, will be 
department. welded throughout. 






Here it must be observed that with the aid of the auto- [It may be well to say that formerly our gas couplings 





mobile. radical changes have been brought about. creat- were used with rubber or other gaskets, making an 
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nsive and in some respects an unsatisfactory joint. from other pho 

ter exhaustive tests, following the initial work of Mr. shown welded 

B. Jones, assistant engineer of gas department, the figure 4 is a 

bes are now welded together with the oxy-acetylene ind welded inte d 














rig. 5 \ Governor Connection Weld 
ed In 
Fig, 4.—A Drip Made of the Same 
Pipe by Oxy-Acetylene Welding ig. 6. Standard Valve with | 
Mliminated, the Jones Slip Joint 

process, a method reluctantly started, but now entered thus losimg it, the onnection is welded at rine teul 
into with the greatest enthusiasm. Such wonderful re- piece for blowing the drip is welded No le 
sults have been obtained that no distribution depart- used; instead a hole is burned in the tubine and the 
ment will be complete without a welding outfit \ fit- stand piece welded through tt Phis eliminates the special 
ting of any size or shape is made on the job with the high pressure drip at 50 per cent less cost 
fame pipe at the time it 1s required, costine from 90) pet igure ) show S a rovernol connection lhe Om) 
cent to 75 per cent less. panion flange being standard, it 1s screwed on to a p 
or comparative costs, a main recently imstalled with >] standard pipe, then welded te t hie fibine 


the welded joints ts given in detail, as compared with a 
main laid with couplings installed the year previous 

During the installation of the line with joints, laborers 
received $2.50 per day, while during the installation of the 
welded joints, laborers were paid $2.75 per day, an in 
crease of 25 cents per day per laborer. 

With the foregoing comparison it will be observed that 
the welded main was installed at 11 cents per foot cheape: 
than the jointed main, making a net saving of $524.70 
on a small installation. It must be realized what the 
enormous saving would be on large installations. The 
jointed main will require maintenance, owing to the dis- 
integration of the gasket, with the necessary labor and 
repaving cost added, while the welded main will never re- 


quire any further attention or cost. 





Referring further to the photographic reproductions ‘i lie ° 
+P -_ agrae ; Fig. 7 A Seemingly Difficult Connec- 
these show the great flexibility ol le =oxy-acetylene tion, Easily Welded. 
process. 
Figure 2 shows 14 lengths, each 40 feet long, a total 
of 560 feet, welded on top of the ditch, and afterwards Figure 6 shows the elimination of fittings in the line 
rolled promiscuously into the ditch. This is a portion of A valve being standard, it is screwed to a piece of stand- 
the 8-inch line being laid at the present time, a total of ard pipe on each side. The I. D. pipe is then slipped over 
33,000 feet, welded its entire length. This line supplies the O. D. pipe and welded. This is known as the Jones 
two governor pits, and all the connections to the pits; slip joint. 
8-IN. O. D. WELDED. 
Material, 
No. of feet. Labor. supplies, sundries. Teaming. Total Cost per ft 
1770 2,305.59 $2,609.55 $125.00 $5,040.14 $1.06 
8-IN. O. D. WITH JOINTS 
1,350 2,527.70 2,476.55 89.00 5,093.44 1.17 
connections to the drips and even the drips are welded figure 7 shows an apparently difficult connection. The 
throughout. A test on 20,000 feet laid showed one small valve with |. D. pipe on an angle, welded to ©. D. pipe 
Pinhole leak. also on an angle. This form of connection welded is 


= 


Figure 3 shows the style of fittings made on the job. done with perfect ease when and where it is required. 
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TROUBLE WITH AUXILIARY HOT WATER HEAT- 
ING SYSTEM. 

Editor “Domestic Engineering” :—Herewith you will find 

a sketch of 


not give satisfaction 


an auxiliary heating plant (Fig. 1), which does 


feet high, 4 feet 


| have a fire place, 5 


» feet 6 inches deep, in which the coil 
The north radiator heats for 


s inches lone and 
placed as shown on sketch. 
a while until the coil makes steam, when the radiator gets 


cold and the red hot. The 


or gets warm down to the point, where the supply enters 


gets south radiator heats 


coil 


the radiator {an you tell me how [ can remedy these de- 
tects 4 
Bloomington. III Pr. LL. I 


hie sketch (lig 1) 
method of 


submitted by correspondent shows a 


ymewhat peculiar installing an auxiliary hot 


vater 
rhe 


System. 


general arrangement of the installation is faulty in 
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Fig. 1. 


several respects. Air pockets in the piping impede or block 
the circulation, the expansion tank is not properly connected, 
and we believe the piping is too small for the work as in- 
stalled or for an open tank system. 


various risers and extensions of the piping 


From the 
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shown it would appear that the supply pipes are run arouw: 
either side of the room to supply two radiators located nea 
the front, the main supply pipes passing under windo 
and over windows or doors as they approach the front 





r 
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» > 


OT 


the room, the return pipe running along the baseboard at the 


floor line. 
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The air pockets at the high points of the main should be 


relieved by air lines connecting with the expansion line lead 
ing to the expansion tank as the air valves shown on corre 
































spondent’s sketch (Fig. 1) require very frequent attention to 
be effective, and the expansion tank should be connected 
from the return of one of the radiators. The circulating 
pipes, or main flow and return pipes, should be 1% or 1% 
inch and the heating coil should be made up with 2 x 1% 
inch tees rather than the 1%4 inch tees shown on the sketch 
submitted by correspondent. 
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We submit a sketch (Fig. 2) illustrating these changes 
nd suggestions and it will be noted that the supply is con- 
nected at the top of one end of the radiator and the return 
s connected at the bottom of the opposite end. 

[t is possible that the character of the installation is such 
hat the air lines cannot be run as shown on the illustration, 
Mig. 1. In this event the ends of the 25-foot extensions of 
the main farthest from the coil should be the high points on 
each side of the room and the expansion tank may be con- 
nected from these points as indicated by Fig. 2. There should 
e no trouble in making the radiators circulate properly. 


RADIATOR HEATED DIRECT FROM FURNACE 
COIL. 
Will you kindly tell 


me if I can heat a radiator in a hall from a heating coil 


Editor “Domestic Engineering” 


placed in a heater in the cellar without the use of a range 
boiler or an expansion tank? Should such an arrangement 
he connected to the water supply system? I would like to 
see a sketch showing how I am to make such an in- 
stallation and also the size of the connections. 
Pittsburgh, Pa. New Subscriber. 


It is entirely feasible to heat a radiator direct from a 
heating coil. without the use of a range boiler. It will 
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Radiator Heated Direct from Furnace Coil. 





be necessary, however, to use an expansion tank. In our 
illustration we show what the connections should be. 
The water supply should be connected to the expansion 
tank, and the supply taken down into the radiator return. 
We are unable to give proper size of radiator connections, 
as we do not know the amount of radiation to be heated, 


and the size of pipe would depend upon this. 
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STEAM COIL THAT DOES NOT GIVE SATISFAC- 
TION. 

Editor “Domestic Engineering’:—Herewith you will 
find a rough sketch of a heating system, in which the 
steam coil will not work because it is placed too close 
to the water line of the boiler. The water backs up above 
the water line and into the coil when full steam pressure 
is on. Air valve No. 1 is tapped into a 45 degree ell on 
the side, ahead of the return valve, which allows all air 
and water to escape from coil, when the return valve is 
closed; but as soon as this valve is opened the water 
backs into the coil, which consists of four lengths of 1 
inch pipe. How can I make this job work right: 


New Holstein, Wis H. W 


We are unable to estimate velocitre Ss or pipe sizes from 
It 


would seem, however. that the coil. being within 6 inches 


the measurements and data given by correspondent. 


of the water line, will fill with water and that it will be 
next to impossible to keep it free ot water if the piping 
is installed as an ordinary gravity system 

The pressure drop between the boiler and the coil or the 


, 


end of the line regulates the height of the water line in 


the return at the coil. and if efficiencv is to be attained 


| 


there should be a difference in height between the water 


Steam Coil That Does Not Give Satisfactio; 


line of the boiler and the return end of the coil of at 
least 14 inches. 

As the work is now instailed it is probable that with 
the return valve closed (at a time when there is no 
pressure on the boiler) the steam afterward generated will 
fill the coil until there is sufficient condensation in it to 
stop the circulation of steam due to the clogging of the 
coil with water and in this manner render it inefficient 

The coil should be raised and the connections to it 
changed as indicated by our sketch... We do not under 
stand how correspondent can obtain perfect drainage ina 
return bend coil lying flat unless a scissors arrangement 
made of the pipes composing the coil, in which case the 
end of the coil at the return connection would be much 
lower than the supply even though each were connected 
at the same end of the coil. To our mind a mitre coil 
made with manifolds or branch tees 1s preferable to a re 
turn bend coil, 

The check valve on the return at the boiler is a usele 
appendage and should be removed. 





Domestic Engineering says:—Cold weather does not seem 
to affect the attendance at state conventions very much. The 
boys are on the job in spite of anything Mother Nature tries 
to do to make them stay at home. Even if conventions 
were scheduled to be held in Iceland, Greenland or at the 
North Pole, the chances are that a lot of the boys would 
say “present” when the roll was called. 








ESTIMATING THE COST OF MODERN IMPROVE- 
MENTS. 


The Plumber is Often Asked to Figure the Proportion- 
ate Cost of His Work to the Entire 
Building.—A Suggestion. 


I} st water system, plumbing, sCcWaLrt disposal 

f icatin cA house, in proportion Lo the other COSstS, 1s 

q te asked ot the plumber and fitter. In the 
| ; ‘ published hy the leader lron Works. De 
|] ere appeared recently a tabulation of aver 
. vhich will interest “Domestic Engineering” 

eadet lhe explanation accompanying the table fol 











the houses without any of the 

improvements enumerated, has been used and the bast 
cost of these houses ranges trom a modest five-room cot 
fage at &2,000 00 » what nay bye considered as a rather 

tentiou hitte country residence costing $15.- 
H00.00 Betwer hes xtremes a sutticient number ot 
di {) Tt: oe Cost AVE been made, y « hope, to 
enable 7 select one that will nearly corre 
| nd t Sif equirements 

In rere ne¢ these abulated estimates read 
hat they are, necessarily ppro» 
ma ertain case i wide variation tre le fig 
if ¢ 1} Wwilay bye expected because | Sp ( Cot) 
t . DL rece lye consideration 1 i r¢ eral 
estimate ' CO) velity ms cannot he k me V 

B he various equipment costs wit 
the basi . muse, it will be noted that these 
may e tabulated also in approximate percentages as tol- 
lows 

Water Syste ; +‘ if cost house 

Plumbine. 10 to 7% of cost of house 

Sewa disposal, 2 to 1% cost of house 

Hot air heatine, 6 to 5% cost of house. 

Hot watet heating I? to Of cost ot house 


Estimated Cost of Modern Country 
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Gas lighting, 8 to 3% cost of house. 

Klectric lighting, 20 to 6% cost of house. 

Laundry equipment, 2 to 1% cost of house. 

Dairy equipment, to 1% cost of house. 

Gasoline storage, 1 to 2T cost of house. 

Vacuum cleaner, 5 to 2% cost of house. 

Retrigerating plant, 5 to 3% cost of house. 

It will be noted further that generally, as the basic co 
of the house 1s vreater, the percentage that expresses 
the cost of equipment for same becomes less 





WILL ENTERTAIN NEW YORK STATE MASTER 
PLUMBERS AT ANNUAL CONVENTION. 


















The Association of Master Plumbers. of Utica. N. \ 















I 
is making elaborate preparations for the entertainment o 
the delegates and their friends at the twenty-seventh 
nual convention of the New York State Association 
Master Plumbers, to be held in Utica March 10th and 
lith. The Hotel Utica, a modern and spacious hostelry 
well adapted to convention needs, has been selected as 
headquarters. And here the sessions will be held. 
L'tica the nearest city to the geographical center of 
the state, the home of Conkling, Seymour, Kernan and 
Sherman and the former residence of the Gaynors, 1s 
noted the world over for its generous hospitality, and 
extends to the delegates and their friends a hearty wel 
ome It is now fourteen years since the last conven 






tion was held in Utica and many recall this with pleasure 






\ll should come prepared for a jolly good time 





is 
















The entertainment committee for the event shown 
in our frontispiece illustration. In the upper row. left 
to right are: W. C. Hughes, Charles J]. Breen and 
Herman Peterson. From left to right, next row are: 
Frank EF. Dulan, H. J. Brandles, Louis Scharffe, George 
.. Brucker, M. A. Cooper, Charles Trosset and J. B 
Witte. In the oval group, from felt to right: are: Gus \W 
Danquer and W. T. Cantwell. 
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Residence Steen Installed 
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Cost of Water Plumb- Sewer- LIGHTING ‘Laundry, Dairy ‘Gaso- Vacuum Retriger 
age Heating | Equip- | Equip- line | | ating 
Hcuse Supply ing Disposal Gas “—- | ment ment Stor- Cleaner Plant 
| | tricity | age 
$2000.00 | | 
5 room _ Hot air /-Manual _ | | 
cottage | $85.00 $150.00 | $40.00 | $150.00 | $350, 00 | - $20.00 | | $40.00 
basement | — $110.00 | | $15.00 | 
and attic | | ee | 7 
$2500.00 | - Hot air | | Power 
6 room | $100.00 | $185.00 | $40.00 $125.00 $160.00 | $375.00 | £30 00 $25.00 40 00 
cottage ; | | bhao. RR cea : 
G35 | fate = Mp | — 0 | 5 : 
apna $150.00 | $260.00 | $50.00 “ae $175.00 | $425.00) $40.00 $35.00 $40.00 $175.00 
gc , | , > ! - 
— $250.00 $375. 00 | $60 00 Igy ho $200.00 | $550.00 | $100.00 $50.0 00 40.00 $250.00 
24500.90 | $350.00 $560.00 | $75.00 Hoc ater ¢>5..00 | $650.00 $125.00 $75.00 $50.00 $300.00 
—, | $400.00 $750.00 | $40.00 a yi $300.00 $700.00 | $125.00 $100.00 $50.00 $300.00 | $300.00 
$15000. 00 ~ < Hot water ¢ ~ | @te io = -- Pe 
15 room $600.00 $1000.00) $100.00 £1000. 00 $400.00 $900.00 | $150.00 $150 00 $50.00 $300.00 | $400.00 


knowledge acquired in years of practical experien 
not to be taken as an endorsement of any particu 


typical representation of conditions as they exist in the improved country home today. 


The hunces have. bees comedied by the Chief of our 

































































eed on 
They are 
but as a 


Engineering | event tment, 
ce in plumbing and heating lines. 
lar style of appliance or equipment, 















Separation of Plumbing and Heating Contracts 


The Legislative Committee’s Report to the Recent Convention 
of Illinois Master Plumbers, by Bernard Gause of Jacksonville 


T has been my pleasure to serve the Illinois Master 

Plumbers’ Association on one of the committees for 

the past four years and on the Legislative Committee 
for the past year on the “Committee for Securing the 
Separate Letting of Plumbing and Heating Contracts by 
the State of Illinois.” It affords this committee pleasure 
to report that we have suc- 
ceeded, to a very great ex- 
tent, and the plumbers of 
Mlinois are under obliga- 
tions to the Honorable 
Thomas O©O’Connor for the 
help he gave us in this mat- 
ter. I feel that his influ- 
ence will make it easy to 
secure a State wide adop- 
tion of this policy by every 
one that has to do with our 
line of work. The Com- 
mittee first took up the sub- 
lect with Governor Dunne 
and [| will read you the 





proposition as we submitted 


Bernard CGause 


it to him. 

“The undersigned Com- 
mittee representing the Contractors, for Plumbing and 
Heating throughout the State of Illinois was appointed 
at the last annual convention of our Association to 
renew a former request that was made to secure the 
Separate Letting of Contracts for Plumbing and Heat- 
ing for all ‘State Work,’ and we submit you the following 
as a part of the number of reasons that are in our 
opinion in favor of the request we are asking: 

“First: The custom of separate letting of Plumbing 
and Heating contracts prevails on practically all work 
that is contracted throughout the State except that 
which is now contracted by the State Government. 

“Second: It will be economy for the State to make the 
contracts separately for the reason that ‘general con- 
tractors’ usually add 10 per cent to our bids when 
included in a general contract 

“Third: This class of work by reason of its nature 
does not become on any building an essential part of the 
‘structural work’ hence its elimination from a general 
contract will make no complication or cause any incon- 
venience to a ‘general contractor’ in the management of 
his work. 

“Fourth: On account of the varying conditions in the 
different parts of the State and the prior equipment of 
these different institutions with a distinct and different 
system of installation it makes the direct control by the 
Board of Administration desirable. 

“Fifth: 
to select competent men to install this very important 


It will enable the ‘Board of Administration’ 


work for your institutions. 

“Sixth: Recent changes in the ‘lien laws’ do not give 
a sub-contractor adequate protection. 

“Seventh: 
eral contractor’ fails in the majority of cases to protect 


A ‘surety bond’ that is required of a ‘gen- 


the sub-contractor. 
“Eighth: The men engaged in our line of business are 


269 


for the most part not technically trained business men 
and they require the protection we are asking. 

“Ninth: This class of work is the last which is placed 
in a building and where a financial loss occurs we pretty 
generally suffer the most among sub-contractors, and we 
have no protection from the ‘len law. 

“Tenth for the State to persist in including the 
Plumbing and Heating with the ‘general contract’ will, 
we fear, again bring about a business condition that we 


labored tor 20 years to overcome, at much expense ot 


~ 


both time and money. and the very important part that 
our work has to do with public health we believe requires 
that stability and permanency be the foundation of the 
future service that our ‘craft’ will render to the public, 
and we are not to make progress if generally speaking 
the business 1s a financial tailure. 

“The Plumbers of the State of Illinois hope that you 
will grant this request that it only requires that you 
instruct your ‘State Architect’ and the Board of Admi 


tration to let these contracts separately, 


lution in accordance with your instructions at the last 
convention: 

“At the annual state convention of the Illinois Master 
Plumbers’ Association held in Springfield, Illinois, Janu 
ary 30, 1913, the convention unanimously adopted a reso 
lution and appointed the undersigned a special committee 
to present a request that you reappoint the Honorable 
Thomas ©’Connor a member ot the Board of Adminis 
tration. 

“The Committee believe that aside from his splendid 


+ 


personal character and business judgment he brings 
his position a knowledge of Heating, Ventilating and 
Sanitation which are of vital importance to the institu 
tions under the management of this Board 

“No other equipment of these institutions plays as 
important a part in their daily routine as does the 
plumbing and heating, and in Mr. ©’Connor you have on 
our Board of Administration a person skillfully trained 
in these lines competent to give expert sup¢ rvision over 
these departments. 

“The members of our association would be pleased to 
have you re-appoint Mr. O’Connor and believe that his 


services will reflect crebitably for your administration.” 


The Governor complied with your wishes and has ri 
appointed Mr. O’Connor and | am sure he made no muis- 
take. 

To this Committee was also intrusted the task of try 
ing to secure legislation which would give us a State 
Code embracing such very necessary and desirable feat- 
ures. as a State Board of Examiners and State wide 
inspection. We decided to make an attempt to secure the 
help of the Labor Organizations before proceeding tur- 


ther but by the time we secured an agreement trom them 


it was too late to accomplish anything at that session o 
the Legislature. 

They are agreeable to the program and have avreed 
to lend their assistance 


P - , ‘4 1 = 
[| presume that it will never be possible to have so 
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many minds as compose the membership of our organiza- 
tion see all propositions that arise just alike or from a 
common point of view, although primarily this is the rea- 
son we are supporting an organization, a united effort 
to promote these things which will benefit our business 
fo accomplish this successfully, requires loyalty and 
unanimous action on the part of every member 

The best example Ol loyalty that I know of to-day 
is that which the members of the Labor Unions give to 
their Unions; they go farther than this; all of the differ- 


ent crafts are united in a common Union for all, and the 
influence which they wield today is stronger than the 
influence of all the business men of the country for the 
simple reason of this loyalty 

lt is an impossibility tor large cities to exist without 
the aid of modern sanitation and as I see it tor the future 
there will be more calls for our services than in the past. 
lo meet the increasing demand tor our services we must 
mprove our practice, the man or body of men who are 
yood because the Law imposes a penalty are not as a 
matter of tact really good. I believe that it is within our 
power to improve the character of the work we handle 
throughout this entire state without the aid of legislation 
ra toundation. 

lf this Convention for instance would adopt the pro 
posed Code and agree that all our members must install 
work along this line wherever he put in work, in other 
vords, make it a standard tor Illinois, your membership 
certificate in this organization would soon become recog- 
nized as a guarantee of good work. It would then not 
take much effort to have a code adopted by the State. 
(ustom and practice of a trade are recognized as a prin- 
ciple in law. I believe that some effort along this line 
vould have a salutary influence. 

Again we face today the possibility of the Mail Order 
these concerns no longer are a menace to the 


fiouse 


rural merchants with the advent of the Parcels Post. 


have a busi 


they are city merchants’ competitors, We 
ness in which we can make it impossible for them to gain 
much of foot-hold, it we don't sleep on our own interest, 
but let me tell you that they are coming fast and we 
must move or suffer the consequences. 

[ firmly believe that any body of men organized into a 
combination for mercenary motives alone will fail; the 
melon never grew large enough to cut a slice for each, 
ind aif it did, there would be as many different ideas ot 
what constituted an equal proportion as there were per- 
sons present. I believe that lather Time reaps every 
rganization that is formed tor this purpose alone, there 
must underlie our purposes a principle worth striving 
for; a spirit of not how much I get out of it, as how 
much can | put in it, is what counts. Our business built 
up on a more professional plane than is our present 
practice will return a hundred fold more financial profit 
than on any other basis, and when we reach that point 
that we will not issue membership to anyone except 
that he can prove he is entitled to it by an examination 
the public will the more respect our organization. We 
should strive for higher ideals, greater knowledge and 
improve the practice. 

The Government has recognized the importance of 
the apprenticeship question and is establishing all over 
the country vocational schools in connection with the 
public school system, but as I see it that will never pro- 
duce skilful men for our business. We will take a most 
backward step when our skilled labor is developed from 
other than shop practice. Aside from the fact that it is 
a patriotic duty we owe to the coming man to give him 
a chance to earn a livelihood and pass on to the future 


generations such knowledge as we may have accumu- 
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lated; it is opposed to every principle upon which ho 
and society are built to bring young men into this w 
and raise them in idleness and ever hope that they 1] 
make good citizens. 

The business in which we are engaged is beyond qi 
tion the most important of any in the building trad 
It is in its infancy. Even today the scientific princip! 
governing our practice have never been tabulated. It is 
tradition, hence the more reason that we should edu 
our workmen. 

Did you ever stop to think that there is no mat 
facturer who makes our line complete, no jobber 
handles everything that the practice requires’ The 
ous items we must have we accumulate only in 
respective places of business. The very important be 
ing this business has on the health of a communit 
should make every branch of this industry equally int: 
ested to maintain a high standard of service. 

The electrical (ontractors’ 
one of the most complete and valuable compilations 


organization has ma 


data in loose leaf book form for its members that 
exists today for that line, and they are protected by th: 
manufacturers in their line and encouraged. The « 
operation which exists between them is fast making thei 
business a wonderful success, they help one another t 
solve their problems, thereby giving impetus tor patro: 
age by reducing the failures from imperfect installations 
This is what we need, it is what every man who woul 
in a measure succeed in this life requires,—give an 
receive co-operation from those engaged in the san 
work. 
a 
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ISpectator. 


A 
o 
The Woman Suffrage Idea. 


Tim Hogan took his big toot off my nice oak top des 











and planted it on the office radiator—his toes were ev! 
dently freezing, the weather was a bit below zero. 

“Well sir!” observed Hogan, scratching a match on tl 
seat of his trousers and lighting his corncob. 

“I see that the wimmin are beginning to come into their 
rights at last. Illinois has seen fit to give them the pri 
‘lege of voting. 

“I’m afraid that the advent of the ladies into politics ts 
going to see the last of the good old days of gratt and 
diplomacy in the voting business. 

“And there’s another thing about it. Betore we maste 
plumbers know where we are at, we are going to have 
wimmin plumbing inspectors. They may be alright, Du! 
[’m afraid that they will be pretty darn bossy. We won't 
be able to do anything to suit them.” 

“And if we attempt to disobey their orders they 
probably give us a neat slap in the face,” said I. 

“Yes,” agreed Hogan, “they will not only slap our ta 
but they ll slap us into jail if we get the least bit sau 

“And yet at the same time, | think a lot of good 1s 
ing to come out of this woman suffrage propositio! 


believe that we are going to have better state plumbing 
codes, better sanitary laws for the preservation and the 
conservation of the public health. We are also going to 
have more public comfort stations in the big towns and 
the cities. The wimmin are going to be in favor oi all 
this, and whatever they want they are going to ge' 
that isn’t true, I'll eat the old cap | used to wear w' 
was a journeyman.” 





























HEY say you can always 

tell an Irishman by his 

eyes. Why? Well be 
ause there is a something 
which is .penetrating, magnetic 
ind masterful about a Celtic 
eye. Recall, if you will, the 
sparkling orbs of a Robert Em- 
mett, a Patrick Henry or a 
Phil Sheridan. These were 
eyes that bespoke powerful en- 
ergy and ambition. They re- 
flected the staunch fighting 
spirit of brave, sturdy Hiber 
nian forefathers. 


The foregoing thought is apt 
to flash through one’s mind in 
looking into the keen, steady 
yes of W. W. Cronin, presi- 
dent of the plumbing = and 
heating firm of Cronin, Baker 
& Tindall of Memphis, Tenn., 
and president of the Tennessee 
Master Plumbers’ Association, 
1912-13. Mr. Cronin’s’ eyes 
have ae fine, genial lrish 
twinkle in them, alright, al- 
right, and yet the twinkle 1s 
not of the “ould sod of Erin” 


variety. The twinkle is Amer- W. W. Cronin, 


icanized, for don’t you see 
Cronin is Irish in ancestry and a Yankee by birth, having 
been born in the good old town of Clochester, Conn 

Although he was born a northerner, he became in the 
course of time a real southerner and an enthusiastic ad 
mirer of old Dixie-land. He has got so now, that he 
sure does love the fields of cotton in preference to the 
helds of daisies and buttercups he used to gaze upon up 
in Connecticut. 

After his graduation from Bacon Academy, one ot 
the oldest schools in his native state, he started out to 
learn the rubber business, but as this did not agree with 
his health, he was apprenticed to learn the plumbing 
trade at New London, Conn. He served his apprentice- 
ship term, remaining in New London for more than ten 
years. 

While living in New London, Cronin was for a time, 
one of the youngest members of the town’s volunteer 
fre department and the Niagara Engine Company. He 
was later an active member of the Connecticut National 
Guards, resigning finally as an officer of Company D., 
3d Connecticut National Guards. 

While still a young man full of hustle and ambition, he 
caught the spirit of Horace Greeley’s advice, “Go west, 
young man.” He did that little thing. He headed for 
southwest Missouri with the avowed intention of grow- 
ing up with the country. He arrived in that section of 
the state as a pioneer, and as such he went into the 
plumbing, tinsmith and hardware business in _ partner- 
ship with an older brother. Mr. Cronin is credited with 
having opened up the first place of this kind in Houston, 
Texas County, Missouri, a town situated about fifty-five 


miles from the nearest railroad. 
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Little Sidelights on Men in the Trade 


There’s an Irish Twinkle in His Eye 


’ 


Upon the etxension ot the 
Kansas City, Fort Scott and 
Memphis Railroad, now a part 
of the Frisco System, he of 
ened another: Store in the new 
town ot Cabool lie was one 
ot the first) imecorporators 
the town, and a member of the 
hoard ot aldermen, sery 
ing three terms, and also ser\ 
Inge two terms as President 
the Board oft education 

firing at length of rural ht 
he sold his mterest to) his 
brother, and went to Spring 
field, Mo., and there purchased 
a halt interest in the Opring 
held Plumbing Company ec 


| 


also organized the tirst mastet 


plumbers’ association ()] that 
city, Thus he landed tw 
birds with one Stone 

The panic of 1893 affectin; 
busimess cenerally throughout 
the country, and Springtield 


being a railroad center. he dts 
posed of his interest i} the 


company and came to Mem 


phis, Tenn., associating him 
of Memphis seli with the firm of J \ 
Bailey & Company, at. that 
time a partnership he Bailey concern becams ()1 


poration in 1901, and after the death of Mr. Bailey 


Cronin became superintendent and vice-president of t 


firm. Eventually, Mr. Cronin, together with T. \W. Baker, 


secretary and treasurer of the company, and W. W 
Tindall, one of the directors, purchased the balance ot! 
the stock ot the concern and the name oft the COTpOTra 
tion was then changed to Cronin, Baker & Tindall, with 
Mr. Cronin as president, Mr. Tindall as vice-president 
and Mr. Baker as secretary and treasurer. 

In association affairs in Tennessee, Mr. Cronin has 
taken a keen and active part, having attended quite a 
few national and state conventions as a delegate. He 
served the Tennessee Master Plumbers’ Association a 
its president for the 1912-13 term, .proving himself an 
able officer and a popular man with the members ly 
Memphis, his home city, he is always “on the | 
local association doings 

He is an excellent example of the successtul self-made 
man who has fought his way upward from a small be 
ginning. As a pioneer he entered new parts of the cout 
try and pegged away until he finally “made good” in 
way that should make him feel proud 

Being a pioneer, he naturally had a tender feeling to 
1] 


Ill., whose grandparents emigrated trom Maine to III: 


a pioneer girl. He married Miss Kendall of White Ha 


nois when the [Indians inhabited that section of the coun 
try. They have been blessed with four girls and on 
boy, all strong and healthy. 

Mr. Cronin is president of the Ancient Order of H 
bernians of Memphis, and a member of the Elks, Wood 
men and Turn-Verein. 



















































Minnesota Plumbers at Duluth 


Nineteenth Annual Convention Held in the Zenith City, February 
20th and 21st, a Big Success. Next Convention to be Held at St. Paul 


-ESOTA hi ttingly been called the Empure 
| that eminent and ele 
her unrivaled commercial 

itizenship 

| rit of Minnesota was 
sent in ali its int ISIty hen ‘resident VW. \W Hughes, 
Minneapolh , opened 
the Minnesota Master: plivni = \ssociation at the 


lding hotel in 


nineteenth annual convention 


early one delegates trom many parts 
the ti \V im . naan Lhe headquarters were 
maintained ; h ] hou y nan hotel. 

(On Thursday ning a special train carrying the Min 
neapolis and St aul delevat is steamed off tor Duluth 
Other smaller delegations were taken on board at stops 
between Minneapolis and the convention city le special 
im was in chars ) ity assen kay KR 
illey ot th » gutt Al | nie Cas occupied 

tandard sleepers which 

Vili recently come out 

modern in eve;ry 

and Mz malley ex led every possible courtesy 


plumbers as he went fro Ci haking hands 


Vapping jokes with them 


Friday Morning Session. 


opening address ot the convention was made by 

John Hoftman, of the First M. E.* Church, of 

Duluth Then tollowed the ofhecial address ot welcome 
to the city by Mayor W. 1. Prince 

J. B. Crane, of the ¢ at Northern Power Company, 

who spoke next, discussed in detail the proposition ot 


al power lle explained 


supplying Duluth with elect 
how the power company was tn reality acting as a job- 
bing firm. 

“We are a wholesale COMMpany supplying power to the 
retail consumers,” said Mr. Crane, “and in supplying this 
power to the various agencies of business and domestic 
lite in the city, we endeavor to utilize every means pos- 
sible in the economical manufacture of this power, Most 
of our coal docks are operated with electricity, the street 
car system is operated through power supplied by us, and 


| 


there will be a plant at the great Steel Company's build- 
ings at New Duluth that can use our power and in turn 
can supply us when needed.” 

following Mr. Crane, Bentley I’. Neff, representing the 
retail stores, jobbing and manutacturing interests of Du 
luth spoke. During the course of a highly interesting talk 
he made mention of the tact that Duluth led all of the 
cities in the northwest in the building record of last Jan- 
uaryv; and that its wholesale and manutacturing concerns 
had made remarkable ase in business during recent 
months. 

Mayor-Elect Michael Boylan, of Virginia, Minn., one oj 
the delegates to the convention, delivered a brief address, 
in which he stated that he was at a loss to explain why a 
] 


plumber could be elected mayor of a city, and he could 


only partially explain the tact by stating that he was op 
posed at the polls by a baker 
Order of Business. 
President Hughes named Thomas Gleason, of Duluth, as 
sergeant-at-arms The following committees were then 


appointed: 


(Credentials \. Fk. Crounse, Minneapolis; John McQ: 
lan, St. Paul; A. J. Potts, St. Peter; J. J. Doran, Inter 
tional Falls; P. J. Gallagher, Faribault. 

\uditing W. A. Cunningham, Winona; E. V. Lo: 
Holt, St. Paul 

Resolutions: L. kk. Nienabar, St. Paul, Frank H. Farr: 
Duluth: Ben Benson, Willmar 


Two prominent association men present at the morn 


Lake City; |. 


meeting were H. G. Helstrom of Eau Claire, president 
the Wisconsin Master Plumbers’ Association, and Jac: 
‘huh, of Milwaukee. Both delivered snappy and instru 


ive talks 


The delegates listened to the annual report by Pres: 


Some of the newly elected officers, left to right, D. R. Blicn, 
Duluth, Treasurer: W. W. Hughes, Minneapolis, President 
lL. F. Nienabar. St. Paul and John T. Stack, Duluth, Del- 
egates to National Convention. [Photo by “‘Domestic kin 


gineering.’ | 


dent Hughes, who in the course of his report stated that 
the Minnesota association had grown during the past year 
in strength and influence, and was rapidly becoming a 
live-wire organization. He declared that the National 
association has recognized the growing importance ot 
the Minnesota association by seeing fit to place one of 
its members on the National Board of Directors. Mr. 
Hughes also dwelt upon his efforts in organization work 
during the year and concluded his address with an appeal 
to the delegates to read their trade paper from cover to 
cover. He said the educational value of the trade pape! 
to the craft cannot be overestimated. 

The president's report Was accepted by the convention 
and a rising vote of thanks accorded Mr. Hughes, atter 
which the report was turned over to the resolution com 
mittee for recommendations. 

B. Harvey, 


of Minneapolis. This report showed the association 


The report of the secretary was read by S. 


a healthy and progressive tinancial condition. This re 
port also included the treasurer’s report. It was formal 
ly referred to the auditing committee. 

lL. P. Worrall, of Minneapolis, executive secretary 
the state association, read a report on a suitable bill 
a new lien law which was drafted before the last sess) 
of the legislature. He said that committees of state | 
islators of both houses at the capital made favorable ! 
ports on the proposed bill. The proposition, howeve! 


did not come up for passage at that time, but Mr. \\ 
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said that better success is looked for at the next ses- At 2:00 p. m. sharp, the delegates lett in a special Soo 
n of the state legislature. Line train enroute to the new $18,000,000 plant of the 
louis Nienabar, of St. Paul, regaled the delegates with United States Steel Corporation at New Duluth. The 
account of what he saw and heard at the National grounds of the plant comprise 1,700 acres of land. The 
nvention last year. Another speaker was Geo. K. Bel delegates were piloted around from building to buildis 
n, president of the Minneapolis Association. After ex by one of the corporation’s euides 
ding a tew witty observations, Mr. Belden declared | During the convention, the delegates went on recor: 
e master plumbers are responsible for the troubles ot as opposed to a ratse of dues by the vational Asso 
eir business. “We are an easy-going bunch and a lot ciation, tor the purpose of establish national trade 
us are apt to stand for most anything.” bulletin 
Past Local President F. J. Spriggs, of St. Paul, talked Plumbing Code Urged. 
bly on overhead expense. He suggested the figuring of That a untform state plumbing code should estab 
least 20 % on all work, considering always the labor lished in Minnesota was the consensus of opinion of the 
nd. delegates. Such a code, it was pointed out by arious 
Other delegates who made brief talks, concise and to speakers, 1 drawn up by a competent body of engineers 
point, were, Edward Blackwood, of Duluth; A. ¢ and entorced by rigid inspection would greatly improve 
Schirmer, of Hibbing, and Mr. Stack. of Stack Bros.. Du the sanitary conditions of the. state. 
luth. , (;eorge K. Belden, who headed the Minneapolis del 
] \. Healy, president of the i. Paul \ssociation., Was ePation., Was elected bv them te the ottice o mits 
taken ill Friday morning and was obliged to return home sary or “ofheial feeder He cheertully paid thre 
luring the day, much to the regret of the convention. “eats’ tor a faithtul coterie ot his tollowers wil vould 
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Seaond Krank 
Minnesota 


Plant 


Pres. Minnesota 
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t. S. 


wich” 


SiS 000 (000 


Friday Afternoon 


The in the afternoon in interesting 


trip of inspection at the plants of the Minnesota Radia- 
the Zenith ( of West Duluth. 


Refreshments and cigars were disposed of by the 


delegates put an 


tor Co. and Furnace Co., 


dele- 
gates at the plants through the courtesy of officers of the 


concerns. Two special trolley cars conveyed the dele- 


gates to and from West Duluth. 

\t 7:30 p. m. Friday evening the convention convened 
again and went promptly into executive session unti 
10:30 p. m. 


Saturday Session. 
and another execu- 


The meeting opened at 9:30 a. m. 
tive session was held until noon. The officers for the 
year were elected at this session. They are: 
President, W. W. Hughes, of Minneapolis 
Vice-President, Carl H. Schirmer, of Hibbing. 
Second Vice-President, W. C. Mullen, of Austin. 
freasurer, D. R. Black, of Duluth. 


Secretary, S. B. Harvey, of Minnéapolis 

National State Vice-President, W. A. Cunningham, of 
Winona. 

Delegates to the National Convention at Atlantic City, 
John T. Stack, of Duluth, and L. F. Nienaber, of St. 
Paul \lternates, Frank Farrell, of Duluth, and W. Jf. 
Topley, of St. Paul. 

St. Paul was selected as the state convention city for 


191° 


‘ft to right, D. R. Black, Duluth; L. PP. Worrall, Minneapolis; H. G 
it; Jacob Schuh, Milwaukee; L. P. Nienaber, St. Paul; W. W. Hughe 
of Duluth and Geo. K Belden of Minneapolis join the “‘Ham Sat 
Group, A Few of the Dashing boys from St. Paul on wa to visit 
os bv ‘“‘Domestic Engineering.” | 

, : 1 
persist in dogging his tootsteps to the lunch sign 

le Bjorkman, another of the Minneapolis delegates, 
was always on the job with the glad hand and a “sunny 
Jim” smile. Ole is one of the old guard in the local 
association and he never misses a convention, 

T. R. Gleason, of Duluth, who has the reputation ol 
being the oldest plumber in active business in the state 
was another interesting ugure at convention head 
quarters, 

Al. J. Potts, the plumber mayor of St. Peter, was on 





randshake or 


deck with a smile of good cheer, a hearty | 

a corking cvood joke or two, Mr Potts has the distin 
tion of having known intimately the late Governor John 
A. Johnson when he was a struggling country editor in 
St. Peter. Potts, it 1s said, helped to a large extent to 
make Johnson politically. 


\Vim. Minneapo 


W. J. Topley, of St. Paul; 


Winona, 


Nary, oO} 


yf and 3 


\\ \. Cunningham, « | ue, of 
Minneapolis, Vere Ome ot the old Wal horse ~ whose 
advice and counsel was listened to attentively. 

Banquet and Entertainment. 

Saturday evening the delegates gathered around the 
festive board at the Hotel Superior at Supe>rot \\ 
The banquet was given under the auspices of the Duluth 
anc Range \ssociations. 

frank H. Farrell, president of the Duluth Association 
acted as toastmaster. which office hie handled it! re 


markal le credit. 
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Music, singing and vaudeville, interspersed with exhi- 
bitions of the tango and an interesting athletic contest 
were fteatures of the evening after the tables were 
leared. 

Clever speeches and humorous stories enlivened the 
banquet. Everybody more or less had a chance to speak 
his piece, for the able toastmaster slighted nobody. 

Kveryone ' Sat up and took notice,” when President 
Hughes was tormally presented with an elaborate travel- 
ing bag as a token of the State Association’s recognition 
of his untiring work during the year 1n its behalt [Later 
another gift was handed him—a fine stick pin and an ex 
ellent pair of cuff links 


Manufacturers’ Representatives. 


Phi rf Mueller \i ts { o) (>] Decatur. 11] Was repre 
sented by E. I. Kennedy, of Minneapolis lwo repre 
sentatives of the Minneapolis branch of Jas. B. Clow & 
Sons, Messrs. Shoate and Anderson were present he 
s. IKadiato Corporatio - Minneapolis, was repre- 
sented by Mr. Werneki of that city. — ¢ Ralph Wiss 
showed a line Ty tTaps and othe specialties manutac 
ured by |. B. Wise. Inc... of Watertown. N. \ lie was 


Harry Vert 


accompanied by the western representative, 


heck ot Chicago 


The Delegates. 


The following were among those present at the con 
vention as delegates 

St. Paul l. F. Nienaber, Id Richter, P. L. Chapple, Hl. & 
Krause, W. J. Topley, T. F. ©'Neil, C. J. Conroy, S. J. Gilli 
nan, J. EK. Holt, L. H. ZAuehles, J \. Healv, CC. P. Dahlby I 
i}. Spriges, John McQuillan 

Minneapolis J. J. Sampson, Fred Lang, ji! Chas. Connor, 
W. W. Hughes, J. L. Hague, S. B. Harvey, Henry Fritz, John 
J. Bayley, A. F. Crounse, H. S. Thompson, ©. L. Bjorkman, 
G. W. Hineline, J. W. Scott, J. D. Keefe, Wm. Nary, George 
K. Belden, L. P. Worrall, Edward Harris, N. PP’. Nelson 
Hibbing Carl H. Schirmer Faribault ~ «a (Gallaghe 
St. Peter Al. J. Potts 

Winona W. A. Cunningham and F. Wonderlich 
Willmar:—Ben Benson, Chisholm:—A. M. Schirmer 
Montevideo W. EF. McGuire Austin:—W. CC. Mullen 
Lake City KB. V 
Virginia Michael Boylan, C. O. Larson 
Bemidji:—L. P. Eckstrom 

Kau Claire, Wis.:—H. G. Helstrom. 


Lombard 


Milwaukee, Wis 
Jacob Schuh 
Fargo, North Dak.:—A. E 
Greenshields, P. R. Mork 
Duluth:—Frank H. Farrell, W. W. 
G. Silverness, Edward Blackwood, EF. J. Keenan, FE. J. Ketch- 


Champlin, Leif Henning, Thos. 


Hooper, T. R, Gleason, 


am, C. G. Erickson, Chas lites, A J Hiarker J. Gorman 









(froup of delegates at plant of Minne 
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Fred Derboer, F. C. Biebesheimer, John J. Mullin. Mr. «© 
ly R. Black, Ed Krause 





CHICAGO SOUTH SIDE PLUMBERS’ ANNUAL 
BALL. 


The South Side Master Plumbers’ Business and Soa 
Club, of Chicago, held its annual reception and _ bal! 
The lorum, 43rd Street and Calumet Avenue, in this 
on Friday evening, February 20th. The automobiles 
gan to arrive about 9 o'clock, and in less than an 
more than three hundred persons were in the brillian: 
lighted hall. 


was started with President A. Larson at the head of 


Promptly at 10 o’clock the Grand Ma: 


procession and followed by more than 150 couples. This 
was followed by waltzes, two-steps and the latest dances 
till nearly one o'clock. Refreshments were serve 
throughout the evening, and the committees in chai 
of the event deserve great credit for their untiring effort 
which made the evening such an enjoyable and succ: 


ful affair. These committees were composed as follov 





sota Radiator Company at West Duluth. 











On Arrangements: Wm. Hanrahan, chairman; Wm. Dul 
lard, J. J. Burns and J. J. Boodbrand. Reeeption Con 
mittee: Wm. Dullard, M. Fk. Lynch and Messrs. Deringe: 
Ahern, Potter and Kime. Floor Committee: G. A. Lar 
son, J. Dooley, H. L. Gorman, J. I. Elliot, A. J. Keet 
J. H. Kleker and John Delehant. 

\mong the invited guests attending the affair were t! 
following: P. M. Murphy, past-president of the Nationa 
Association of Master Plumbers; D. J. Hickey, formers 
director of the same organization; Thomas J. Claffy, as 
sistant chief inspector of the Chicago Health Departmen’ 
and president of the American Society of Inspectors 0! 
Wagener, treas 


r> 
; 


Plumbing and Sanitary Engineers; E. C 
urer of the Chicago Master Plumbers’ Association; 
E. Lynam and Frank E. Pearson, of the North and \es! 
Side Master Plumbers’ Pleasure Club. 

An automobile, in which Mr. and Mrs. J. J. Hocker 
Edw. McClellan were riding, collided with a street 
on the way to the reception and members of the part) 
suffered so severe injuries that they had to return to 
homes and secure medical assistance. 

Returning from the festivities E. Havey ran his touring 
car into such a big snowdrift, that friends had to pull the 
heavy machine out of the snow, after he had tri 


vain nearly half an hour to get out of it. 























‘-bruary 28, 1914. 
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March 5, 6 and 7, 1914.—The annual convention of the 
Montana Master Plumbers’ Association, at Great Falls, 
\iont., with headquarters at the Rainbow Hotel. The 
ficers of the association are: President, Walter Arnold, 
Butte; vice-president, R. D. Stocking, Helena; secretary- 
treasurer, John Campbell, Butte; national state vice-presi- 
lent, Judd Hasley, Anaconda. 

March 9, 10 and 11, 1914.——Annual convention of the 
Indiana State Association of Master Plumbers, at Lafay- 
ette, Ind. The officers of the association are: President, 
Wm. J. Woolley, Evansville; vice-president, Joseph G. 
Hayes, Indianapolis; secretary-treasurer, A. E. Werkhoff, 
Lafayette, Ind. 

March 9, 10 and 11, 1914.—The annual convention of 
the Kansas State Association of Master Plumbers, at 
Topeka, Kas. The officers of the association are: Presi- 
dent, A. P. Elder, 208 Main Street, Ottawa, Kas.; secre- 
tary, E. D. Draper, 644 State Street, Kansas City, Kas. 

March 10 and 11, 1914.—The annual convention of the 
New York State Association of Master Plumbers, at Utica, 
N. Y., with headquarters at the Hotel Utica. The officers 
of the association are: President, Walter H. Caines, 654 
Main Street, Buffalo; secretary, A. C. Kranichfeld, 434 
Genesee Street, Buffalo. 

March 10 and 11, 1914.—The annual meeting of the West 
Virginia Master Plumbers’ Association, at Huntington. The 
officers of the association are: President, Theodore Gross- 
curth, 424 North Huron Street, Wheeling, W. Va.; secretary- 
treasurer, C. F. Brand, 137 Sixteenth Street, Wheeling, W. 
Va. 

March 24 and 25, 1914.—The annual convention of Mich- 
igan State Association of Master Plumbers, at Grand 
Rapids, Mich. The officers of the association are: Presi- 
dent, James O’Neil, 114 North Church Street, Kalamazoo, 
Mich.; secretary-treasurer, Wm. A. Decker, 12 Oakes 
Street, West, Grand Rapids, Mich. 

April 13 and 14, 1914——Annual convention of the Mas- 
sachusetts State Association of Master Plumbers at Bos- 
ton. The annual dinner will be held at the American 
House on Monday evening, April 13th, and the conven- 
tion on the following day at some hall yet to be selected. 
The officers of the association are: President, Robert 
Robertson, of Beverly; vice-president, George Smith, of 
Springfield; recording and financial secretary, James H. 
Trow, of Salem; treasurer, O. S. Kendall, of Worcester; 
executive committee, James S. Cassedy, Cambridge; Pat- 
rick J. Sullivan, Boston; W. H. Hill, Marlboro; J. G. 
Howland, Springfield; Richard J. Welch, Lowell; O. F. 
Bennett, Haverhill; J. B. Feehan, Lynn; E. P. Hirst, New 
Bedford. 

April 15, 1914.—Annual convention of the North Caro- 
lina Master Plumbers’ Association, at Salisbury, N. C. 
President, W. P. 
Donaldson, of Greensboro; secretary-treasurer, P. M. Pet- 


The officers of the association are: 


tit, Greensboro, N. C. 

April 20-21, 1914.—The tenth annual convention of the 
Kentucky State Association of Master Plumbers, at Lex- 
ington, Ky. The officers of the association are: Presi- 
dent, G. W. Shardein, Louisville; vice-president, W. H. 
Dahlenberg, Covington; secretary, W. W. White, 606 
York Street, Newport, Ky.; national state vice-president, 
B. J. Durham, Ashland. 
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April 20 and 21, 1914.—Annual meeting of the National 
Pipe and Supplies Association, in New York City, with 
headquarters at the Biltmore Hotel, Vanderbilt Avenue 
and 43rd Street. The officers of the Association are: 
President, W. M. Pattison, Cleveland, O.; first vice-presi- 
dent, A. L. Scott, San Francisco; second vice-president, 
Alex B. Pierce, St. Louis; treasurer, C. G. Cornell, jr., 
New York City; secretary, George D. McIlvaine, Pitts- 
burgh, Pa. 

April 21 and 22, 1914.—Annual convention of the Penn- 
sylvania State Association of Master Plumbers, at York, 
Pa. The officers of the association are: President, D. F. 
Durkin, Philadelphia; vice-presidents, George W. Palmer, 
Lemoyne; Robert Purse, Johnstown; E. D. Swoyer, Allen- 
town; treasurer, John H. Birchall, Allentown; secretary, 
Harry L. Righter, 5424 Germantown Avenue, Philadelphia. 

April 22, 23 and 24, 1914.—The annual convention of the 
Associated Master Plumbers of Texas, at Dallas. The off 
cers of the association are: President, P. J. Sheehan, of 
Dallas; vice-president, George C. Robinson, of Galveston; 
treasurer, N. S. Hill, of Waco; secretary, W. C. Thacher, 
of Fort Worth. 


May 26, 27 and 28, 1914.—The sixth annual convention 
of the National District Heating Association, at Roches- 
ter, N. Y. The officers of the association are: President, 


S. Morgan Bushnell, Chicago; first vice-president, FE. Dar- 
row, Indianapolis, Ind.; second vice-president, H. R. 
Wetherell, Peoria, Ill. : third vice-president, 1). S. Rovden, 
soston; secretary-treasurer, D,. L. Gaskill, Greenville, O. 

June 10, 11, 12 and 13, 1914.—The twenty-sixth an- 
nual convention of the National Association of Master 
Steam and Hot Water Fitters, at Atlantic City, N. J. The 
officers of the association are: President, [Edward B. 
Denny, Newark, N. J.; first vice-president, John T. Brad 
ley, St. Louis; second vice-president, Samuel Wright, Buf 
falo; third vice-president, Frank G. Carthey, Salt Lak: 
City; treasurer, Juan A. Almuirall, New York City; sec- 
retary, Henry B. Gaimbers, 260 West Broadway, New York 
City; sergeant-at-arms, John C. F. Trachsel, Philadelphia. 

June 16, 17 and 18, 1914.—-The thirty-second annual con- 
vention of the National Association of Master Plumbers, 
at Atlantic City, N. J., with headquarters at the Hotel 
Rudolf. The officers of the association are: President, 
Chris. Irving, 1525 Larimer Street, Denver, Colo.; vice- 
president, S. Louis Barnes, 2104 North Sixth Street, Phila- 
delphia; secretary, Archie J. Davis, 427 Fifteenth Street, 
Denver: treasurer, William McCoach, 1607 Sansom Street. 
Philadelphia. 

August 25, 26 and 27, 1914.—The ninth annual meeting 
of the American Society of Inspectors of Plumbing and 
Sanitary Engineers, at Minneapolis, Minn., with head 
quarters at the West Hotel. The officers of the society 
are: President, Thomas J. Claffy, Chicago; first vice 
president, Thomas Farrell, San Francisco; second vice 
president, W. J. Jennish, Waterloo, lowa; third vice-pres 
ident, Charles F. Walther, St. Louis; fourth vice-president, 
Luke J. Devine, Elizabeth, N. J.; fifth 


Schauer, St. Paul, Minn.: secretary-treasurer, 


vice president, 
Harry E. 
L. J. Lawler, Pittsburgh, Pa. 


DATE FOR PLUMBING INSPECTORS’ MEETING 

The American Society of Inspectors of Plumbing and 
Sanitary Engineers is to hold the next meeting at Min- 
neapolis, August 25, 26 and 27. 

This is the pleasantest season of the year in that state, 
and the attractions of the State Fair the week following, 
and good fishing in the nearby lakes should bring a large 
attendance. F. W. Cloutier, plumbing inspector of Muin- 
neapolis, will have charge of the arrangements. 
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PITTSBURGH MASTER PLUMBERS’ THIRD AN- 
NUAL BANQUET. 


Vol. LXV] 


ince the inception of this brilliant yearly event, and 


succeeding year finds it growing in splendor and 
est 
Plumbers’ : The knee-deep snow drifts which covered the city 
was held 


ny ic existing flurry which threatened to develop into 
Pittsburgh. ynday ther blizzard did not deter anyone from joining the ¢ 
the banque gy. The register showed that last year’s attend 
beaten by one, 


‘Atlant 


oastm 


began to arrive at 6:30 and an early star 

events provided ample tim: 
Woyment of the long list of good things thr 

contained, and the dancing which followed the feast. 


program of 


' 


1Ti ¢ rne progress ()] the 


~ 





dinner Professor Ball’s orche 
bye ¢ ® 


He declared 


the cutting dow 


lames Whelan, soloist, and |. P. Callaghan, humorist 

ller, kept the spirits of the party at Hood-ti 
vocal numbers, in which the entire gathering 
opened with “America,” and when “Auld Lang Syne” 
s could build new hon sung, | 


7. | 


‘ } 1 1 
of plumbing would 


| ;f) 
eee 


|. Turbett, as toastmaster, commanded the att 


nm Caf tion of his audience to a few brief talks 
ation.” and he eCmpila a reature (>t the 


member of the which are alw 
divertissements of Newark’s banqu 
Ol harmony hetwe night. 


city councils. This was where Louis Maier got in his famous philos 


; 


THIRD ANNUAL BANQUET 
? 


MIASTER PLUMBERS’ A SSOGIATION 


Or FITTSBURGH > 
* -] 


The Third Vnnual |] of the Master Plimbers’ \ssociation of Pittsburgh and 


Vicinity, Held at the Fort Pitt Hotel, 
Pa., February 23, 1914 
PJ. McArdle, a torme: 
(council, also spoke on co-operative lines. 
|. R. Carver, chief plumbing inspector « 
spoke briefly and made the 


member ot the Pittsburgh City phy anent the effective diving attainments of the fair s¢ 


He was followed by Walter Meslar, of Morristown, pres 
f Pittsburgh, dent of the State Association. Mr. Meslar urged t! 
fact known that his depart- members to put forth their best efforts to make th 
at all times to work hand in hand with national convention, which will be held 
the master plumbers. 


this year, the best in history. 
David Holmes, 


i¢ 


ment was willing 


at Atlantic Cit 
Phere were about 150 guests at the banquet, which was superintendent of the Newark Wate: 
11) charge (97 H. IR Wickes. chairman: Ke. M. Tate, |. \. Department, gave the plumbers and their cuests a con 
\\ { ldon, I > Kress, I \. Holt. M. S. Martin. (,. \\. 


cise dissertation on the city’s wonderful water works. H: 
Rodgers, ©. A. Fisher, Thos. Grace, and J. H. Keane 


said the water sheds, etc., from which the city’s suppl 


is derived, are four times as big as the city of Newark 
ANNUAL BANQUET AND LADIES’ NIGHT OF 


Directly after the conclusion of the dinner the fi 
NEWARK MASTER PLUMBERS’ 


was cleared and the dancing commenced. This kept 
ASSOCIATION. merry party intact until well into the morning. 
Among out-of-town members 


t 
‘) 


— who graced the affair 
“The ladies! They are besides State President Walter Meslar, were William 
Storms, of Lakewood; John Campbell, of Paterson, an: 
So quoth President Louis Mater [. Walter Dorsey, of Perth Amboy. 
at the annual banquet and ladies’ night of the Master 
Plumbers’ Association of Newark, N. J., which 
its customary success Thursday evening, 
at Achtel-Stetter’s, Newark. 


divers who bring up from the 
depth of our nature new pearls of thought which we never 
knew we possessed.” The supply fraternits 
was also well represented among the guests. In the gat! 
achieved ering were found: W. A. Birdsall, of Birdsall & | 
February 19th, William Kenny, of Wolverine Brass Works: S. J. Mars! 
The affair marked the nine- of the Spacesaver Co.: De Witt Cook and C. Ernest P 
teenth gathering of the Newark craftsmen and their ladies lard, of Egbert & Co.: W. S. Rowe and F. J. Mulliga: 














ebruary 28, 1914. 


W.S. Rowe; Sidney Milligan, of Crane & Milligan; H 
James, of the John Douglas Co.; K. Weller, of Boynton 
rnace Co.; Ted. Moran, of Victor Brass Mfg. Co.; C€ 
McCormick, of the J. L. Mott Iron’ Works: W. A. 
rigner, of the Orange Supply Co.: J. De Hart, of the 
od Mfg. Co.; R. D. Condit, of the W. H. Page Boiler 
(o.; Al Devoe, police commissioner of Newark and rep 
senting Thatcher Furnace Co.; Fred B. Bluhm, of the 
\merican Radiator Co.; J. C. Vreeland, of John S. Nor 


n & Co.: Edw. L. Angster. of Atlas Brass Mtge. Co.: 


I. Sippell, of H. Mueller Mfg. Co.; Chas. Foster, of 


\iacknet & Doremus; Sam Eisner, of Eisner Bros.; W. H. 
raft, of Richardson & Boynton Co.; Frank Nichols, oi 
\lberene Stone Co.; John McHale. of Pressed Metal Radi- 
r Co.; Ben Gasner, of Benj. Wulach, and Jack McKay, 
the Peerless Selling Co. 
Those responsible for the many good things that were 


provided were. 


Intertainment Committee 1. J. Turbett, chairman; 
iImer Lutz, secretary: F. J. Sturn, treasurer; Robert 
Berla, Matthew |. Brady and Louis Maier, ex-officio. 

Lady Reception Committee: Mrs. J. J. Turbett, Miss 


Vara Lutz, Mrs. F. J. Sturn, Mrs. Robert Berla, Mrs. M. 
| Brady and Mrs. Louis Maier. 


NEW PLUMBING LEGISLATION IN MASSA- 
CHUSETTS. 


Two measures of interest to master plumbers are be 
fore the committee on public health of the Massachusetts 
legislature and hearings were given on them last week. 
The principal bill is one defining a master plumber and 
providing that permits to perform work may be issued 
only to such master plumbers. The bill was introduced 
in the house of representatives on petition of George 
Smith, of Springfield, and reads as follows: 

Section 1. The words master plumber as used in chap- 
ter 103 of the revised laws shall be deemed to mean a 
person who holds a Massachusetts state master plumbers’ 
license or certificate, and who has a regular established 
place of business conveniently situated and open for bust 
ness during regular hours, and who himself or by jour 
nevmen in his employ performs plumbing work for prop 
erty owners, agents or tenants. 

Section 2. Permits to perform plumbing work shall be 
issued only to master plumbers as herein defined, and 
all work done under such permit shall be performed by 
the master plumber himself or by such journeymen plumb- 
ers as he may directly employ or supervise. 

Section 3. If any holder of a master plumbers’ license 
or certificate applies for a permit to perform plumbing 
work and such permit when obtained is transferred or 
conveyed to any person or persons whoever, thereby en- 
abling such person or persons to perform plumbing work, 
the board of health or inspector of buildings having juris- 
diction where such permit was obtained shall report each 
such case to the state examiners of plumbers, who may 
revoke or suspend the license or certificate of any such 
person or persons. 

The final section of the bill has to do with its bear. 
ne on present laws. 

There was no opposition to the bill at the hearing, 
while there were several on hand to speak in favor of 
it, including Mr. Smith, James S. Cassedy, of Cambridge, 
representing the state association of master plumbers; 
Dr. Clarence P. Holden, chairman of the board of health, 
of Melrose: James Sheehe, representing the journeymen; 
Edward C. Kelley, of Boston; clerk of the state board 
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of examiners ot plumbers: and Thomas M. Wilson, of 
Boston, representing the plumbing inspectors. The only 
note Of opposition was in the torm. of a request that 


Alfred S. Pinkerton. of Worcester. representing the metal 


trades association, be placed on record as opposed to the 
hyill He Was unable to hye pres¢ rit 
| . . ‘* 
later the same committee gave a hearing on a bill 
petitioned for 5’ Vr. Sheehe. of the mourneymen, and 
Introduced a! Representative Dantel Buckley Briefly 
the bill provides that in cases of violation of the law by 
a plumber’s assistant the emplover, not the man working 
ror him. shall ay held responsibl hetore the law In 
many cases, it 1s stated, boys in the employ of master 
ire ] : : ‘ } . ~ 1 1 
plumbers, are caugnt WOTFKING without proper mcenses 
and when brought into court their employers let them tak 
thie consequences (>? thre violation. although thie empl VC 
may have been entirely cognizant of the situation 
A A og ys Sy a 
my ° | a ‘ M 
a ~< 
~—< = SOS * 
William Helfrich. 
Willham tleltrich. a stockholder in the Peerless Selling 
Co., of Evansville, Ind.. died suddenly trom valvular heart 


trouble, while attending church service at Miami. Florida 
on Sunday, lebruary Ist, in his Ssth year Mr. Illelfs 


retired from active business some time ago and 


spending the winter in Ilorida, when death called him. /1i 


remains were brought back to Evansville. Ind. wher 


was buried Iridav. lebruary 6th 


Thomas Conlin. 

lhomas Conlin, pre 
dent of the Thomas ¢ 
lin Plumbing & Heating 
i th. of 3978 (ottag 
(grove Avenue, Chicago, 
died at his home, 4105 
Vincennes Avenue, in this 
city, on Sunday, Febru 
ary 22nd, in his 67th year. 
He was a past president 
of the Chicago Master 
Plumbers’ Association and 
had been engaged in the 
plumbimg business in the 


Hyde Park district in 





(‘hicago for the last forty 


The Late Thomas Conlin 


y ea&rs. 


Samuel A. Spears. 
Samuel A. Spears, a member of the plumbing firm of 
Connell & Co., 


in that city on Thursday, February 12th, in his 28th year 


if Iowa City, Iowa, died at his home 


His wife survives him. 


Frank J. Roehrig. 
Frank J. Roehrig, junior member of the plumbing and 
hardware firm of Hunt & Roehrig, of Detroit, Mich., died 
at his home in that city on Thursday, February 19th, in 


his 55th year, after several week’s illness. His wife, three 


sons and three daughters survive him. 






































Spencer, lowa.—J. H. Nichols has opened a plumbing 


and heating establishment here. 
edar Falls, Iowa—The 


yppened a plumbing, heating and hardware business in this 


Davis-Hartman Co. has 


city. 
Rochester, Minn.— 
ind heating establishment on North 


George Jacobs has opened a plumbing 
sroadway in this 
city. 

Norfolk, Conn, 
ing establishment here. He was formerly in the em- 
ploy of Kennelly & O’Connell, plumbers. 

Alliance, O.—E. J. Bissler and C. W. 


partnership under the name of Bissler 


William Tierney has opened a plumb- 


Swanson have 
& Swan- 
son and will soon open a plumbing business at 31 North 
\rch Avenue. 

Defiance, O.—E. A. Schultz, E. C. 
eron have formed a partnership under the name of E. A 


formed 


Layman and Rk. Cam- 
Schultz & Co. and will conduct a plumbing and heating 
business at 517-519 Perry Street. 

East Moline, I1.—The East Moline Plumbing & Heat- 
ing Co., of this city, has been incorporated with a capital 
of $5,000, to conduct a plumbing and heating business. 
[he incorporators are: George Speck, Carl Nuessle and 
Ht. M. Brostrom. 

Canton, ©.—The Jonas A. Mills Co. has been incor- 
porated with a capital $20,000, to do a general plumb- 
ing, heating and gas fitting busimess. The incorporators 
are August Boernier, August Nunamaker, Fred P. Crum- 
rine, Homer E. LeBeau and Charles M. Ball. 


Virginia, Minn.—The Sanitary Plumbing & Heating Co., 


of this city, has been incorporated with a capital of $10,- 
000. The officers of the new Company are: Andrew 


Grande, president; Edward L. Blackwell, vice-president; 


Emery S. Stevenson, secretary, and Andrew Skumantz, 
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Pontiac, Ill.—Clem J. Cox has closed his plumbing 
establishment and retired from business. 

la Grange, III. Albert J. 
\. Parre’s plumbing business in this city. 

Bayfield, Wis.—Ernest Nordine has purchased Andreas 
& Horn’s plumbing and heating business in this city. 

Freewater, Ore—AI. Fair has moved his plumbing, 
heating and hardware business from Milton, Ore., to this 


Bradley has purchased @Q 


city. 

Newark, O.—O. D. Hollar has purchased his partner’s 
interest in the plumbing business of Hollar & Redman 
at 16 South Fourth Street. 

Paterson, N. J—Wm. Delhagen, a master plumber of 
this city who has long figured prominently in associa- 
tion affairs, has moved to very attractive quarters at 337 
Main Street. He formally held forth at 53 Ward Street. 

Butler, Pa—Clarence J]. Forcht has moved his plumb- 
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ing business from Zelienople, Pa., to this city, and he has 
opened an up-to-date establishment at 416 East Jefferson 
street. 

Owensboro, Ky.—T. M. Barber, of the firm of Yager 
& Barber, has recently purchased Mr. Yager’s interes: 


and 1s now conducting a very thriving plumbing and he 
ing business under his own name at 317 West 4th Stree: 
in this city. 





c — 0 
——— 


Contracts 
y eer 


New Haven, Conn.—Menzies & Menzies have a vacuum 
heating installation under way in a six-story building for 
Shartenberg & Robinson. 

fargo, N. Dak.—D. J. Driscoll has secured the contract 
for the plumbing and heating in the residences of Nels 
Johnson and Andrew Edlund. 

Columbus, O.—The Huffman-Conklin Co., of this city, 
has secured the contract for plumbing the new school 
Consideration about $10,000. 

Columbus, O.—Jacobs & Bader, of this city, have se- 
cured the contract for the installation of plumbing and 















Piqua, O. 


hot water heating systems in John V. Mehler’s residence 
on Wilson Avenue. 

\lbany, N. Y.—Joseph P. 

tract for the plumbing of the Albany Industrial building 
Consideration $9,640.31. The James Hunter, Heating Co 
will install the heating system for $11,504. 
[111—G. Albin Nilson, of 329 North Clark 
Street, has secured the contract for the installation of 
the plumbing system in the new addition to the high 
school at Rockford, Ill. Consideration $6,407. 

Alton, I1l.—The Alton Plumbing & Heating Co., of this 
city, has secured the contract for the plumbing and heat- 
ing in the new Alton Mineral Springs Hotel. The heat 
ing contract amounts to $5,460, the plumbing to $7,892 

surlington, N. J.—J. E. 


business of Geo. Whomsley and reports busi- 


Maguire has secured the con. 


Chicago, 


Ganby has taken over the 
plumbing 
ness good. He would like to receive catalogs from job- 
bers and manufacturers of plumbing and heating goods 

Burlington, N. J.—Eli Lawrence, has been awarded 
the contract to install plumbing and heating in two new 
houses on Broad Street. 


GOVERNMENT CONTRACTS TO BE AWARDED. 


| 


Supervising Architect Oscar Wenderoth, Treasury De- 
partment, Washington, D. C., will receive sealed proposals 
for government work as follows: 

Until 3 p. m., April 1, 1914, for the construction com- 
plete, including plumbing, heating and lighting, of the 
United States post office at Clarksville, Texas. The build- 
ing is one story and basement with a ground area of ap- 
proximately 3,230 square feet. 

Until 3 p. m., April 3, 1914, for the construction com- 
plete, including plumbing, heating and lighting, of the 
United States post office at Sycamore, IIL, a one-story 
and basement building with a ground area of 3,800 square 
reet. 

Drawings and specifications may be obtained from the 
custodians of sites or at the office of Supervising Archi- 
tect Oscar Wenderoth, Washington, D. 


















Among the Wholesalers 






and Manufacturers 
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CENTRAL SUPPLY ASSOCIATION HOLDS REGU- Tourette; Chandler Pump Co.; Dearborn Brass Co, ELS 
LAR MEETING. Seeley. 






















































Chattanooga, Tenn The Cahill Iron Works, F. H. Caldwell r 
—_—_———— Chicago, I.—W. D. Allen Mfg. Co.; American Radiator Co 
Joint Meeting of Central and Eastern Supply Associations A. K. Root; Cameron-Schreth Co., W. A. Cameron; Chicag 
to be Held at Detroit in June. Granitine Mfg. Co., J \. Washick; Crane Co., Charles D 
SEE Little; Davies Supply Co., Eugene Buehler; S. Deschauer Co 
(tto J. Deschauer: Findeisen & Kropf Mfg. Co., ©. F. Kropt 


* The Sherman House in Chicago was the scene of much 


; Kederal-Huber Co 1. FEF. Johnson: Goulds Mfg. Co... B. R 
activity on Wednesday of this week, members of the Wells, P. F. O'Donnell; Henion & Hubbell, R. C. Mead; Miinois 
Central Supply Association mingling with manufacturers Malleable Iron Co., J. R. Steneck, John J. Leahy: International 

Heater Co., D. E. MeCabe: Kellogge-Mackay Co i Kel 


representatives, who were there to renew old acquaint- 
logg: Kelly & Jones Co., T,. C. Huckins: Mark Mfg. Co., C. W 


nce 
dete larsen, A. M. Guiness, L. FP. Sutter: The Mechanical Rubbe 
Secretary Paul Blatchtord in his report told of the Co.; Monash-Younker Co., lL. M. Berwin; National Plumbing 
ork of the collection bureau, which in the past year & Heating Supply Co., FE. C. Garrity; The Nye Tool & Ma 
, . . nomen & chine Works : Nve. E. S glis ‘eerless eatel ‘O 
ad collected 1,434 claims totaling $179,544.41. He also nine Works, H. G. Nye, E. 5S. Inglis; Peer! HM ’ 

: ; . : A Race N. Wilt; H. S. Raymon, by \ N Hlobart, A M. Lualls 
eportes the resuit of an investigation of the matter. ot L. R. Phillips: Republic Mfe. Co.. W \  PRatelifte Cha cs 
oxing and cartage, which reports from members showed Stringer: J. J. Rvan & Co., J. J. Ryan: Spang. Chalfant & 
had amounted to $228,000 in the past year. Co., W. M. Thompson; Street & Kent Mfg, Co., W. J. Street 

, : . y - . ‘ . : . \ r. , 5. ; , e* } Todds represSseé ed Vv : : ‘Todd \V « 
President FE. V. Kellogg introduced Marshall Cushing, Vm. B. Dale; . Podd nted by «. ¢ 4 
ie 4] “Hy a , = f Bros., Isadore Weil, J. M. Weil; Weir & Craig Mfg. Co., Jame 
eri] y ‘) " : TAG ’ , ( @ x y Cc 4 rs r : ‘ ‘ rr 
itor? I The OW mavaZine, Who Sp IK € Tor yrty VW eir: VW estern Plumbing Supply Co... John | Cvne Whitne 


minutes on legislative matters. He told of the efforts & Ford; S. Wilks Mfg. Co., Edwin W. Sedgwick; L. Wolff 
made by the National Association of Manufacturers to Mfg. Co., John F, Wolff, W. Utting 


. . ° . (*j > ‘ j CNn1iO - "7 » oO Wiggins ‘ry “rs ray ay »\ ("sg 
defeat the eight-hour bill, which, however, proved unsuc- incinnatl, Ohlo.—The John Douglas Co.; Crane-Hawk 
Lunkenheimer Co., C. Frank Bowes: The Merkel Brothers Co 


cessful. —). A. A. Merkel; Murdock Mfg. & Supply Co 
Mr. Cushing, in speaking of the anti-injunction bill Cleveland, Ohio.—The Bishop-Babcock-Becker Co,;: The E. W 
now before Congress, said that the only defence of the Fisher Co.; The Kennedy Co., W. G. Gallow; Monarch Bra 


: : 279 : : 70.: The ‘elker S \ ‘oO ai "elKe 

employer in labor troubles is the injunction. At this ses- Co.; The Welker Supply Co., Adam Welker 

| sartl B bill lical re than Columbus, Ohio.—The Columbus Brass Co.: The Columbus 
: : Wie +. Rac ore radicz easure ‘ ae ; ; : 
ion the partiett-bacon ‘ = m re siping m anaes , Supply Co.: Scioto Valley Supply Co.. H. E. Patrick. W. W 
any recently proposed, is pending. This, he claims, if Sie, 
passed, will encourage strikes and boycotts, and would Dayton, Ohio.—Dayton Supply Co.: Philip Haas Co.; MeCo 
nullify the conspiracy law. This bill has not yet been mick Mfg, Co, | ks 

| id 1, | rev Decatur, Ill.—The Field & Shorb Co., W. C. Field 
eres: eee ee , ; ; Denver, Colo.—Hedges-Atkins-McGee Co.: M J O' Falloy 
He spoke ot the necessity OT looking atter the wel- Supply (‘o., Cc. G. Mi Kenna. 

fare of employes in the open shop, and told of one large Des Moines, Ilowa.—Globe Machinery & Supply Co., Georg: 


Taylor: L. H. Kurtz Co. 
Detroit, Mich.—A. D. Mfg. Co., Robert Kem Colwell Lead 
(‘o.: Detroit Brass Works, A. W. Fussey, L. W. Tilden: De 


concern that employed one man to do nothing but look 
ut for the interests of the employes. 


The following concerns were elected to membership: trolt Lead Pine Works: Detroit Lubricator Co.. Herbert 1 
Falls City Plumbing Supply Co., Louisville, Ky. Lord: Detroit Range Boiler Co., E. W. Stoddard: Detroit San 
" ° “ . . Stan +] lv ‘ ' . Ct rawe . ; — 4 ve & ‘j . hae 
Globe Machinery & Supply Co., Des Moines, Ia. itary Supply Co., A. C. Cogswell; Detroit Valve & Fittin 
‘ a , . Co., O. P. Benjamin, F. M. Minninger: A. Harvey's Sons Mfg 
Bushnell Pump Co., Bushnell, Il. (‘o., Ltd., James Harvey, George G. Harvey: Kimball-Eisenberg 
The Lavigne Mfg. Co., Detroit, Mich. Co.; Michigan Plumbing Supply Co., Edward F. Klein; Pen Be 
— . ‘ . . ere aati ‘ ) bccn ie : - ‘i ; 
\ joint meeting of the Central and Eastern Supply As- berthy Injector Co., R. J. Parvin, jr.; Quinn Mfg. Co., S. A “a 


Quinn; Murray W. Sales & Co., Murray W. Sales: James M 
Teahen, James F. Redman; United States Radiator Corpora 
date and headquarters of which will be announced later. tion, Warren S. Hillis, Albert H. Ross: Walker Mfg. & Suppl 
The following members of the association were repre- Co. 


. . , . . Dubuque, Iowa.—Kretschmer Mfg. Co., Fred N. Kretschmer 
sented as ated. here no name is given the com- 
S te 1 as indicate W 8 A. Y. MeDonald Mfg. Co., A. Y. MeDonald, Ira G Whitne 


sociations is to be held at Detroit some time in June, the 


pany in question was represented by proxy: El Paso. Texas.—Momsen-Dunnegan-Rvan Co 
Alzoma, Wis.—Plumbers’ Woodwork Co., by S. H. Newman. Evansville, Ind.—Never-Split Seat Co 
Anderson, Ind.—May Supply Co. Fort Dodge, Iowa.—Leighton Supply Co., E. I. Leighton 
Atlanta, Ga.—General Supply Co.; The Lowry Company. Fort Smith, Ark.—Meister Brothers-Bracht Co : 
farberton, Ohio.—Pittsburgh Valve & Fitting Co., G. P. Fort Wayne, Ind.—P. & H. Supply Co., Cc. J. Stier 
Cartwright, C. L. Selkregg. Grand Haven, Mich.—William Heap & Sons, Cc. R. Heap 
tSirmingham, Ala.—Hammond-Byrd Iron Co., Wm. M. Byrd Grand Rapids, Mich.—Ferguson Supply Co., Ltd Grand ‘ _ 
ir, Charles W. Badz: Jefferson Plumbers’ & Mill Supply Co. Rapids Supply Co.; Wolverine Brass Works 
Bloomington, Ill.—The Keiser-Van Leer Co. Greenville, Ohio.—The Ross Supply Co. 
Burlington, Wis.—Burlington Brass Works, L. E. Kennedy, Holland, Mich.—Thompson Mfg. Co., R. R. Schultz 
Edward H. Halsey. Indianapolis, Ind.—Central Supply Co. 
Canton, Ohio.—Buckeye Tank & Seat Co.; The J. H. McLain Kalamazoo, Mich jond Supply Co Knameled Tank Co., 
Co., P. L. McLain. Carl H. Zwermann. 
Cedar Rapids, Iowa.—Cedar Rapids Pump Co., W. C. La- Kansas City, Mo.—Kansas City Pump Co.: Southwest Plumb 
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ing Supply Co., W. C. LaTouretts [.. S. Water & Steam Sup- 

ply Co., H. S. Ferguson; W t Young Supply Co... George H 

Corton 
Kenosha, Wis The Frost Mfg. Co... W. J. Frost 


Kohler, Wis Kohler Company, J. B. Murp! 

Kokomo, Ind The Great Wester Pottery (Co \ Vv (*on- 
radt 

ila Ss \ ] ( ‘ ! nbing Ss \ \ 
i sevelt rf blo 

La ! Vi Michiga Suppl ( 

Line Neb (‘orme Vigematl se ! {0 

lA ile I \ ey & (itt Mee ( j \ en 

Mant é \' I Potter f | i Shiipl 

Vi (9) hie blug Suppl (4) (j tj bitughes 
The hre \ifg. ¢ i I Burchard The © itrass 
‘ : \ Peatyie ie ] \\ \. Gs 

\I etta ) hte r Mi f loon H | ' 

\ mn cit how \I ("if Supply « ON im loren 

Mil Ken I Le | MM ( I 1) gel I 
Piatt nt | f \ | Seeln hioffimans © Filling 
Mi ("s I } Niedecke Robert Ror c's — W ous Ru 
ait } rit Mi ‘ I rt Spence \ } ’ ing A 
if f Suppl ( \ heub 

Minneapolis, Mint Central Supply Co.; The I) M. Gilmore 
( j | (} ‘ KK. (silmore Roberts-Hamilton € 

Viaunel in {yf IK é ‘ =» ta 

New Orleans, I. Manion & Co.; Standard Supply ¢ 

New York, N. Y American Sanita Works, VW \. Canl 
i nit i Lead Co 

Noble ill Pri ! sAanitar Nite. Co ! \ I rhan 

omana Nf (‘rane ("4 ['nited States Suppl ("o J | 


Phoenix, Ariz oH. Mulrein Plumbing Suppl ("0 os. 





Pittsburg la re aile Farrell Mfe ("ey Bowman Suppl: 
& Mfg. Co Irie \ M.HKRvers Co ‘Vv VW Williams Kort 
Pitt Supply Co Iron Cit Sanitary Mfg. Co., CC. EF. Meyer: 
Republic Tron & Steel Co., I, \W (‘rane. W V\ Hall a |? 
Zint: Wm. B. Seaife & sor (‘o., F. W. Peters: Standard Mfg 
co Francis J. Torrance: Sterling Sanita Mfs ("4") ['nited 
State Sanitary Mfe. Co \. H. Cline, ji 

Portsmouth, Ohio.--The Standard Supply Co 

Quincy, Il Modern tron Works, George J. Fischet 


Rockford, Il Rockford Brass Works, Frank LDL. Keele 

huarme N 5 kiome Sanita! (‘o.. Harrv Verbeek 

Salt Lake City, ltah hoseph Nelson Supy (‘o., Joseph Nel- 
son, (. Livingstor 


Sioux Fal >. oD I ritoit Suppl ("") ‘ inte I) Syrnms 

‘a ! field \Ii if I ‘ (opoert Sul | {4 

St sey \I I i te Supply ¢ Horigan S Co 

t Ma \ re ried & Mf a‘ | ‘ HT 
Sande John C. Kuy rle | nad or WwW. ¢ Ehrhardt: Monu 
ment Plumbis suppl ( Villiam |] National Plumbing & 
(general Supply ¢ .. ©}; Nelson Mi ("1 \ E Pieres 

| } i! Mir f hran-Sargent Co \I \I ( hran, G 





Steubenville, Cihieo la Belle Iron Works if I Westfall, © 
Ie Hloutchinson, \ I Walke lfovie Jones > & bicke 

Sturgis, Mic} (‘has \. Miller Co., C. John Flansor Moren- 
ev-Van Euren Mfe. Co... Rh. W. Van Buren 

Tampa, Fla Coates Plumbing Supply Co 

Terre Haute Ina Frank Prox Co., Herman ©C. Prox. 

Toledo, Ohio American Plumbers’ Supply Co., Hl A. Sechling- 
man Er. W TerwilLiget Jos k Grosswiller Co.; National 


Supply Co., Frank Collins; Ohio Plumbers’ Supply Co. 

l'nion City, Ind Knapp Supply Co 

Wabash, Ind Hloneyvwell Heating Specialty Co., J. C. Teague. 
Watertown, N. Y J. BK. Wise, Inc., C. Ralph Wise 
Waukegan, II! The Northern Brass Mfg. Co., C. S. John- 
Son 

Wheeling, W Va Trimble & Tutz Supply Co.: Wheeling 
Sanitary Mfg. Co., F. W. Wheelock: Wheeling Steel & Iron 
‘o., C. R. Elliott 

Wichita, Kan.——Martin Metal Mfz. Co 

Youngstown, Ohio.—Republic Iron & Steel Co., C. F. John- 
ston, D. J. Gearv: Youngstown Sheet & Tube Co., H. A. La- 
throp, William Kk. Manning, L. B. Jenks, W. E. Watson. 

Among the visitors at the meeting were: A. M. Mad- 
dock, Jr., of the Thomas Maddock’s Sons Co., of Trenton, 
N. J.: Francis J. Baker, president of the Geo. H. Tay Co., 
San Francisco; B. O. Tilden, of the American Sanitary 
Works, New York City, and J. T. Dureya, of the Colwell 
Lead (o.. New York City. 
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(On Tuesday afternoon an oyster party was given in 
Pine Room of the Stratford Hotel by L. B. Jenks and 
1). Little. About 80 invited guests participated, includ 
the “Pig Iron Quartette” headed by the veteran chorist 
J. P. Dugger. 

B. Wise, Inc., of Watertown, N. Y., had an interest 
exhibit of its traps and other specialties in Parlor N, in 
charge ot © Ralph Wise, vice-president of the COMmMp 
and Harry Verbeek, western representative. 


THE EASTERN SUPPLY ASSOCIATION’S MID- 
WINTER MEETING. 





istern Supply Association held its regular 
¢ at the Hotel Astor in New York City, 
Wednesday, February 18th, with an exceptionally large 
ind enthusiastic attendance, nearly 200 manufacturers, 
bers and accredited representatives being present. Pr 
dent L. O. Koven presided. 

The moving picture exhibit of the manufacture of n 


ern wrought iron pipe by the National Tube Comp 


is unusually interesting from start to finish. It tool 
about 40 minutes to display the series. The pictures 
throughout were very clear, and gave an excellent idea 


if the various processes in the manufacture of this co 
modity. A vote of thanks was extended by the Associa 


tion to the National Tube Company for its exhibit. 


New Members. 

The following companies were unanimously elected to 
membership: 

Bignall Company, Medina, N. Y. 

Riverside Boiler Works, Cambridgeport, Mass. 

loseph A. Vogel Co., Wilmington, Del. 

The membership of Hart & Crouse Co., Utica, N. \ 
was transferred to Utica Plumbing Supply Company, R 
\. Tate, president, Utica, N. Y 

Freight Allowance on Direct Shipments. 

Upon recommendation of your board of directors, 
tice was given at the meeting of the intention to bring 
up the following resolution tor adoption in June: 

“Resolved, That it is the sense ot this meeting that 
manufacturers be requested to refrain from allowing 


freight on direct shipments.’ 


Amendments to the By-Laws. 


\Where it seems necessary, for the purpose of explana 


, tion, new matter is indicated by quotation marks. 


By-Laws:—Article 1, as amended: Any manufacture: 
or jobber of plumbing, gas and steam fitting supplies 
doing business east of the Alleghany Mountains, and 
manufacturing or carrying a general stock “and who 1s 
not interested, directly or indirectly, in the contracting 
business,” may upon the recommendation of “the board 
of directors” of this association, become a member there 
of, on receiving a majority vote at any regular or special 
meeting of this association, and on paying the initiation 
fee and dues for the current year. 


By-Law:—Article 3—Section 1, as amended: The 1 
itiation fee shall be “$100.00.” 


By-Law:—Article 8—Section 4: Rescinded. 


An Interesting Telegram. 
Secretary Paul Blatchford, of the Central Supply -\s- 
sociation, telegraphed the meeting in response to its r 


— 


quest for information, regarding the collection of boxing 

and cartage, as a separate item, for the year 1913: 
“From data and conservative estimates the met rs 

of the Central Supply Association collected as a separate 

















february 28, 1914, 


time for boxing and cartage service for the year nine- 
teen-thirteen over two hundred and twenty-five thousand 
dollars, with an average for each jobbing house of over 
twenty-one hundred dollars, a record which tells more 
than words of the value of the resolution on this sub- 
ect.” 

The Recent Meetings of the Chamber of Commerce of 

the United States. 

John A. Murray, the association’s representative at the 
meetings of the Chamber of Commerce at Washington. 
D. C., February 11th to 13th, inclusive, made a report 

» the association in reference to some of the subjects 
of moment under discussion. His report was supplemented 
by remarks by himself and other members of the very 
reat necessity of all business men taking a very active 
nterest in bills now under consideration at Washineton. 

[xtraordinary interest was displayed at the meeting 
and a spirit of enthusiasm prevailed, which may be taken 
as an indication that there is a tendency on the part of 
jobbers to harmonize, to the end that conditions in the 
trade may be improved and the interests of manufacturers, 
jobbers, plumbers and the public more properly safe- 


cuarded., 


ELSMERE GRANITE CO. COMPLETES LARGE 
ADDITION. 
The Elsmere Granite Co., 1752-1756 North Spaulding 
Avenue, Chicago, is completing the construction of a large 
addition which will double the capacity of its plant. 


WILL MANUFACTURE HEATING SPECIALTIES. 

The Magee Valve Co., of New York City, has been in- 
corporated with a capital of $25,000, to manufacture heat- 
ing specialties. The incorporators are: George H. Schu- 
bert, Dwight W. Dematte and B. M. Schwarzlow. 


STANDARD SANITARY MFG. CO. OPENS NEW 
SHOWROOM IN BOSTON. 


The Standard Sanitary Mtg. Co., of Pittsburgh, Pa., 
held the formal opening of its new showroom in the 
John Hancock Building, 186 Devonshire Street, Boston, 
Mass., on Wednesday and Thursday, February 25th and 


26th. 


WILL DEAL IN PLUMBING AND HEATING 
SPECIALITIES. 

The Central Plumbing & Heating Co., of Chicago, IIL, 
has been incorporated with a capital of $25,000, to deal in 
plumbing and heating specialties. The incorporators are: 
R. G. Smith, Thomas A. Murphy and Felix F. Gogolinski. 


BUILDING NEW FACTORY. 

The Grote Manufacturing Co., Evansville, Ind., is build- 
ing a new factory which will be used for the manufac- 
ture of cast iron, steam and hot water heating boilers. 
The new factory will enable the company to more than 


double its output of boilers. 


TRUSTEE APPOINTED FOR THE KELLOGG- 
MACKAY CO. 





Frank L. Wean, referee in bankruptcy, on Thursday, 


tebruary 26th, appointed Fred A. Busse, ex-mayor of 
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Chicago, trustee for the Kelloge-Mackay Co.. jobbers of 
plumbing and heating supplies, in Chicago. who went 
into the bankruptcy court six weeks ago. It is reported 


) 


that \Ir. Busse will jualify if once 


HAD ATTRACTIVE EXHIBIT AT HARDWARE 
CONVENTION. 


| 
Sante Sit il W . 49 ‘) th, “e ‘ ] \. ar 
\ 
estel \ \ i lt) attractive ey ) (| 
l, ? ‘ } ‘ } 
pmeCATIT Ss 1) ( i cs i | } { “~ i? \ mt \ \ 
i 

| | > 1; 

nh operation a e tweltth annual nve , thr 
\ ] ' | | 

CW Yorl state Nnetal blat i \ re \Sse iti 

| ! ' 
held 1m ft it | leeby iT \ iat t¢ (1 


THE NOVELTY IRON CO’S. ANNUAL MEETING 


The annual meeting ot the mard ot cdireetors the 
Novelty Tron _0O.. OF TanIon. (J was held ! that city 
on Monday, February 16th \ dividend of 6 per cent was 
declared upon the common stock, from the net earnings 
Ot the company, and thre follow fhicers were elected tor 


resident. \I Mechling L antoy { ) 
vice-president, A. S. Huffman, Columbus; treasurer, John 
H. Waters, Johnstown, Pa 


Canton, ©).; assistant treasure! \ugust Boschi ind cen 


the ensuing year 
secretary, H. k Downe, 
eral sales manager, ©. M. Converse, Canton, QO. 

NEW SUPPLY HOUSE AT ZANESVILLE, OHIO 


\ new jobbing house has recently been opened = at 


Zanesville. { wi. under thre wmatnie cf Phe Roekel { ar nryv 


Roekel. who 1s president of the new concern, has heen 
engaged in the plumbing and heating business tor thirty 
five vears but discontinued the contracting busine 


January Ist to prepare tor the new lobbing house 
| 


M. Ward, who IS Vice-pre sident, has been 


the Davton Supply L oO., Oo lDavton. (). Toor 4 


] | | | a . +i 1 

and Nas a host of Tricnds among the pl 

. | | ‘4 | 

ing trade throughout thi ntral state 
- . , ] | , , 

secretary oO tive Onipally lhe new CO 1) 

Qvryi¢ cata 1] ~ Tile iti t 


LEIGHTON SUPPLY CO. ADDS SPECIAL HEAT 
ING DEPARTMENT. 


The Leighton Supply Co., of Fort Dodge 


just established a spe ial heating engineer! 
] } ‘ sor} 


in charge of W. P. Shine, tor the last ¢ t yea 


of the heating department of the Kellogg-Mackay 


at Minneapolis, Minn. This department has been inau 
curated to render service and assistance to heatin 1 
tractors, particularly on large jobs but also on smatlilets 
installations with unusual features, ete. \mon thes 


changes which have recently been made in the Leighton 


company are the following: W. W. Payne has been ad 


vanced to the position of general sales manager, to fill 
the vacancy recently caused by the resignation (. B 
Sherman, and J. C. Wilson has been appointed assistant 
manager 


I. \ Scott. O} New York ( ity, manavinge Ccpil O} 
“The Metal Worker” and secretary of the / 


ciety of Heating engineers, owing to Poe 


‘ " ‘ 
last week tor Calgary, B. C.. where he hope 
ate, His many triends in the trade I 

COVE] 
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Fkrnest S. Inglis has become associated 
& Machine Works. of Chicago He 


in Chicago and vicinit 


| dward - K 


with the Nye 
will call on the 


Tool 


trade 


Mi Pluml 
Board OO! ( 


lein,. ot the higan 


ing Supply Co 


joined the ‘ommerce,. consist- 


of the leadine business men in Detroit in all lines 
maustry 
( haries (3s. Bodleys ot the Beaton Ww orbin Mie ( 0., oOo} 


muithineton, Conn... 1s at the 


rade 1] Nebraska ae 


7 


present time calling on the 


reports business good, being met 


and orders everywhere. 
llalsey 
etn territory for the 


Mr. 


h smules 


kdward HH 


entral and West- 
Brass Works. of Burling 


son of W. EH. Halsev. of Mil 
Nation al Association 


now covering the 
Burlington 
llalsey is a 


ident of the 


| \\ Baxter, president ot the General Supply { ¢ 
Selling Ci 
encountered 1 
lobby ( 

' 


is ext ytty ne the 


. ‘ { | ) . 
(3a Was 1 vues or the Peerless 


week and when 


ss 


representative in the 


thie \ endome Hotel nN that Cry W i 


—~ 


merits 


tile Peerless Products 
(, | Andrews, for many vears connected with the Pen 
erthy Injector Co. of Detroit. Mich... as general sales man 
Cl has a ( pted 1 position with the Capitol Brass Work 
manufacturers of radiator valves. etc... at Detroit. Mich 
Mii \ndrew will soon call on some of his manv_ friends 
! thre interest OT his re’ W Onnection 
l.. A. Symes, formerly with the Sioux Falls Plumbing 


¢ and { ( ) hey 


Minne 


traveling 


field, a well-known apolis plumber, 


have recently accepted positions nas representa- 


tive f the Central Supply Co., of Minneapolis. Mr 
symes has been assigned to territory in Wisconsin and 
Minnesota, while Mr. Fiheld will cover northern Minne 
ota and a portior rthern North Dakota. 
lames Bradley sales-managet! 1 the hitting depar 
ent of the Onl Well Supply Lo of Pittsburgh, Pa., 
hanced to drop into Cincinnati, O., on business last 
week and ran into the Ohio Master Plumbers’ annual con 


’ 


vention He discovered so many of his old friends 
imong the master plumbers and fitters who insisted on 
his staying through the convention that “Jimmie” could 
hardly break away and continue his trip to Indianapolis 
and Chicago 


YOU HAVE TO “CHANGE CARS” IN CHICAGO. 


Sometime ago we sail something about ( ‘hicago being 
the mecca of the trade in the winter months. Hardly a 
master plumber or fitter who has occasion to travel any 
where but who makes it a point to stop over in the Windy 
City by Lake Michigan for a visit with the manufactur- 
ers, the jobbers and old friends in the trade generally. 


that the 
to keep their 


hotels and the railroads are in 
“victims” 


Someone has said 


a combine here as long as pos- 


sible, but at any rate the fact that no railroads “run 
through” Chicago causes everyone to change cars here. 

Two men who “changed cars” here a few weeks ago 
are pictured herewith. The genial face of National Direc 
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than the plain steel handle and 
of hot 


danger of 
in lengths from 8 to 
29-inch. 

complete 


plicat ion, 


Vol. LXVI. No. 


tor James Griggs, of Tacoma, Wash., will be easily 


The 
the Peerless-Pacific Co.., 


recor 


right is M. B. 
Portland, 
to the plants of 


nized. gentleman at the Sawyer, 
had jus 


Sell 


The 
the 


(re. two 


returned from a visit Peerless 





National Director James Griggs, of Tacoma, and M. B. Sawve 


of Portland, Ore 


ing Co. at Evansville. Ind.. when the “Domestic Engine: 
ing’ camera man induced them to be shot in front of tl 
office on Plymouth Court. 


THE “PERFECT HANDLE” PIPE WRENCH. 


H. 1). Smith & Co., of Plantsville, Conn., have recently 
placed on the market a new “Perfect Handle” pipe wrench 
dtop-forged and with, what the makers claim 1s, the 


handle. as shown in the ac- 


This handle 


strongest and most practical 


companying tllustration is said to be stronger 


THEMO SMITH & 
PE a — rANOLE 


Gz) a 


Wrench 


The “Perfect Handle’ Pipe 


comfortable in the hottest 


weather or the coldest of cold, and having the 


swell at the end admitting of the greatest leverage with: 


the hand slipping off. These wrenches are mad 


18 inches, gripping pipe from ‘% t 
Readers, not acquainted with this tool, can obta 
the 


“Domestic 


information from manufacturers upon ap 


mentioning engineering.” 


‘j 
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THE MARTIN PORTABLE VISE STAND AND 
PIPE BENDER. 

fhe accompanying illustrations will give the reader a 

pretty clear idea of the construction and operation of the 

Martin portable vise stand and pipe bender, manutfac- 

tured by H. P. Martin & Sons, of Owensboro, Ky., and 

recently placed on the market hic 1 shows the pipe 





hig | The Martin Portable Pipe Bender Operation 
bender in operation, the capacity of the bender being 


to %4-inch inclusive. The stand is not tastened to the 


Hoor in any way, as position of bender and shape ot 
stand prevent raising it from the tloor. The bender will 
not kink the pipe, and it acts as support, when cutting 
long lengths of pipe. Fig. 2 shows the vise stand fitted 


with a No. 1 Vulean vise, taking ', to 22-inch pipe, and 





Mg. 2 The Martin Portable Vise Stand, Fitted with Vulcan 
Vise 


with 34-inch pipe legs removed trom sockets, making 
stand compact and easily carried. The stand body is 
made of No. 16 sheet iron, thoroughly riveted and brazed 
with angle iron, which, according to the claim of the 
manufacturers, makes it practically indestructible. It is 
a time and labor saver, as it can be taken down and set 
up again in a few moments. Parties interested in this 
device can obtain complete information from the man- 
ufacturers upon application, mentioning “Domestic En- 


gineering.” 
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The = 
Metal 


General Buying of Steel Products. 








Consumers of all classes have purchased more treely 


within the last week and while Live 


railroads have bought 
only sparingly the amount of business placed has beet 
large. The Republic Iron & Steel Co., which sells t 
general consumers rather than the railroads, is operat 
ing to about 90 per cent capacity and the United State: 
Steel Corporation is able to run its plants to 80 per cent 
capacity. Pig iron purchases involve 10,000 tons for th 
Westinghouse Co., a lke amount for the International 


Steam Pump Ci and 7,500 tons tor the Pennsylvania 


RR. RR Pure hases O} Southern wot involve PO OOO ton 
Phe American Steel Foundries Co. is negotiatine for 40 
OOO Tons oft won Several Mnportant cal ordet ; have beet 


1 
' 
I 


placed including 1.000 cars for the Virginia. 900 for 


copper company in Montana and 100 subway cars, cost 
iy about s1,000,000 fOr the new subwavs in New Yor! 
The Ilmois Central is inquiring for 75 locomotives and 
the Canadian Pacific for 7. The total inquiri or cat 


| 
' 
' 


number 11,000 and 350 locomotives will be re quire (J One 
tations are slightly higher than last week as folloy 


No. 1 Northern Foundry, New York $15.00 ($15.2 
No. 2X Northern Foundry, New York 


No. 2 Southern Foundry, Cinecinnat} 13.75 (@ 14.2: 
No. 2 Northern Foundry, Cincinnati 14.25 @ 14.7! 
No. 2 Southern Foundry, Birminghan 10.50 (@ 11.01 
No. 2 Northern Foundry, Chicago 13.75 @ 14 


Copper Not So Active 
SOME sales 1 coppt . 33: = larga Way were made 
14.706 but in cveneral busine SS has been mucl restrictec 


It is probable that consumers could secure electrolytis 


14.60c as some of the dealers havine suppli s on hand at 


’ 


| ake { ¢) 


inxious to dispose of their product pper c 
finues scarce and commands ad premiun alt] ough brrsine 
iS quiet 
Tin. 

The market has dropped du re tferin 

and sale - have heen made im 2 lares vAVv ai 4 aT 
Lead. 

The market 1s slightly easier in New York at 4.05 

in “St. Louis supplies can be had at 2.906 
Old Metals. 

New York dealers’ buying price ire as tollo 
Strictly crucible copper $13.00 to $123 
Light copper 11.25 to 11.50 
Unerucibled copper wire 12.25 1 12.7 
U'nerucibled heavy coppe1 12.25 to 12.75 
No. 1 composition turning 9.25 to 10.50 
New brass clippings y25 1 QF 
No. 1 brass turnings 77%" ty BOF 
(Cocks and taucets 9.25 t 9 50 
Light brass 7.00 to 7.29% 
Heavy lead .65 to RO 
Tea lead : 3.00) to 3.50 
Scrap zinc . ye | 385 to 4.00 
Close cut solder joints oe 7.50 to 7.75 
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| linois | 


The Robinson Plumbing & Heating Co., of Park Ridge, 


'7 ’ ‘ ‘ 
| has 1oined the Mastet 





Plumbers’ Association in that 


\ssociation, of Pontiac, IIL, 
Lepper 


The Master Plumbers’ 
reports the addition of two new members: J. W. 
and V LL. Shaw. 

George Bisset, of Winnetka, IIL, has joined the North 
Shore Master Plumbers’ Association 

The Sanitary Plumbing & Heating Co., of Moline, IIl., 
was admitted into membership in the Master Plumbers’ 
Association of that city at the last regular monthly meet 
ing of this organization. 

Alvin P. Peterson. plumbing inspector of Moline, Il. 


has handed in his resignation to the city council Ile 
resigns to accept a position with the Moline Heating 
and Construction Co. Roy I-ntrikin has been appointed 


t Hll the vacancy made by Peterson's resignation. 


Some of the Illinois Bunch. 
That Illinois has some wide-awake and energetic mas- 


ter plumbers is admitted by every one who comes 1n con- 


‘ 


tact with them The attendance of live-wires at the Illh- 


oe pare ' 


a | 
ét 





T. Engler of Freeport, C. Db. Brownell of Champaigt 
_— i)» | \\ ijs| f Freeport 


nois convention at Rock Island recently indicated a de- 
sire to progress ind get next to all the latest practice. 

Three of the live-wires are shown herewith, as photo 
eraphed by the “Domestic Engineering” representative. 
They are T. Enzler of Freeport, C. D. Brownell of Cham- 
paign and Thos. J]. Walsh of Freeport 


The Classified Advertising department, on page 68, de- 
serves your attention each week. Why not use this page 
for your wants. 


es:  — ~ oy, 
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Detroit. 


\rchitect A. K. Dunlap has completed plans for « 
tage No. 1 on the Michigan farm colony for epileptics 
at Wahjamega, and bids will be received at the office 
the State Board of Corrections and Charities at Lansin; 
up to noon, March 15th. 

\chitect W. E. N. Hunter will take figures after Feb- 
ruary 26th on a concrete and steel assembly building t 
be 90 by 120 feet in size, to be erected at Bay View, Mich., 


which is a summer resort. Bids close March 19th. 


(Architect Alvin E. Harley will take figures until Marc! 
12th on a tile and stucco residence to be erected on 
Lafayette Soulevard. 

Architects Baxter, O’Dell and Halpin are taking figures 
on a six-story concrete and steel store building to be 
erected on Woodward Avenue, south of Columbia Street 
for the H. R. Leonard Furniture Co. 

Architects Van Leyen & Schilling are taking figures on 
an eight-room brick school building to be erected on the 
Seven-Mile road in Greenfield township. Bids close 6 
p. m., March 13th. 

Architects Donaldson & Meier are preparing plans fo 
a large addition on Congress Street to the Peoples Stat 
Bank. It will be at least six stories in height. 

Burns Bros., 376 Cass Avenue, will install the plumbing 
and heating system in the two-story brick and steel as- 
sembly hall on Woodward Avenue, near Watson Street 

Louis Sheehey will install the plumbing and heating 
system in the Gladwin Park Theater now in course of 
erection on East Jefferson Avenue. 

C H. Deane & Co.. 570 Grand River Avenue. was 
awarded the plumbing contract for the branch at Gratiot 
and Marck Avenues for the Detroit Savings Bank. The 
steam heating contract went to H. S. Dodson Co., of 699 
Howard Street. 

\dams & Cumming, structural and consulting engineers, 
will soon award contracts for the $500,000 addition to th 
Hotel Tuller. at Park and Bagley Streets. It will 
100 by 120 feet in size, and fourteen stories high. 

I 


\ fund of $500,000 has been proposed by the directors 


of the Y. M. C. A. in Detroit for the purpose of estab- 
lishing five branches in various parts of the city. 

Plans are in progess for a seven-story office and bank 
building for the Wayne County-Home Savings Bank. It 
will be Tocated at the northeast corner of Michigan and 


Griswold Streets. 
Other Cities in the State. 

W. P. Van Winkle, chairman of the building commitee 
of the First Presbyterian Church, Howell, Mich., will 
ready to take figures about March 1st for a new church 
108 by 66 feet, to cost $45,000. 

\ department for heating and plumbing will be 
Atkinson Co., in Niles, Mich 
Francis 


! j 
added 


to the business of the R. C 
Bids for the construction of the new St. 
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Hospital in Escanaba will be opened March 6th, plans 
having been completed by Arntzen Bros., architects. 

The Chamber of Commerce in Battle Creek is plannin 
the erection of a convention hall that will seat about 
L OOO, 

Purdy Bros., of Caro, have been awarded by the state 
he contract for installing the heating and plumbu 
quipment in the hotel building on the epileptic farm at 


\Vahjamega, the price being approximately $3,000. 


[| Ohio _| 


Architects A. M. Allen & Co., of 1900 Euclid Building, 
calla 4 es aa soon take bids on the heating, plumb- 








ing and high pressure piping for the $70,000 factory 


building under course of construction for the F. Zimmer- 
man Co., Leonard Avenue, Cleveland. 

Fostoria.—The finance committee of the city council 
recommends that the present septic tanks of the sewage 
disposal plant be left alone and suggests the building of 
new tanks. 

Dayton.—The new City Manager Waite announces that 
the city will soon start the construction of a sewage 
disposal plant. 





Louisville and Vicinity. 


Outdoor building operations in Louisville, and consequent- 
ly a good deal of other building work, have been halted dur- 
ing the past two weeks by what is undoubtedly the worst 
weather of the winter. Blizzards and low temperatures 
have been the rule, making it impossible to start any new 
work, or even to proceed, in many cases, with work alread\ 
started. This has been especially irritating to members of 
the building trades, who, after a dull season, have been look- 
ing forward to a resumption of activity with mild weather. 
The architects are reported to have plenty of work on hand, 
but until the present severe weather is succeeded by some 
thing more like spring there 1s little chance of anything being 
started. 

The Louisville Master Plumbers’ 
ial meeting held recently 
decidedly opposed to the bill pending in the legislature pro- 


\ssociation, at asp 


placed itselt on record as being 


viding, among other things, for the registration of and issue 
of certificates to journeymen plumbers The resolutions 
adopted by the association, which refer to the measure as 
one introduced at the instance of the journeymen plumbers 

Louisville, characterizes it as “detrimental to the plumb- 
ing fraternity and to the public at large.” The bill applies 
to cities of the first and second classes, which include Louis 
ville, Newport, Covington, Lexington and Paducah. It 1s 
probable that a committee will be designated to go to Frank- 
fort to fight the bill, and it is understood that the Louts- 
ville Association will be backed by master plumbers from the 
other cities mentioned. The attitude of the master plumb- 
ers is that as they are responsible for the work they do, 
there is no reason why they should be compelled to em 
ploy only journeymen with certificates, as provided by the 
bill 

\t a recent meeting of the directors of the Louisville 
Commercial Club the members of the board approved the 
action of the legislative committee of the organization in 
indicating its opposition to the bill providing for an ex- 
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fountains in that part of Kentucky 

The Chesnut-Salter Hardware Co., of Danville Ny has 
added a complete plumbing department to its store, and 
has placed it in charge of an aan force of competent 
men, 

H. K. Campbell, a contractor of Lexington, Ky., has 
the contract tor the construction of a system ot water- 


works in Campbellsville, Ky. 








Tennessee | 








A. S. Johnson, a master plumber of Chattanooga, Tenn.., 


who Was recently arrested Ot) the charge >] employing a 


journeyman not licensed as required by an ordinance of 


that city, was discharged by Judge 


court, on the ground that the ordinance is “arbitrarv. un 


l‘leming, of the police 


1ust. unreasonable. and the rankest sort of class legisla 
tion,’ as the judge put it There was no question § but 


' 
] 


done by the man employed by Mr. John 


what the work 
son was well done, according to the evidence, and the court 


accordingly dismissed the case 


, y TY P 4 1 | } 

RR I] riunt, if Chattanooga, fenn., who ha ara 
plans and specifications tor the nine-story building 

‘ : " , 1 | i] 
to be erected in that citv, announced that even ie) 
the building will be given over each to tw tLWO 

, : ; , ‘ ' 
suites with private baths, and ten single rooms with prt 

‘ ‘ 4 ‘ 7 _ei 
ate math. fhe basement Will ontall team r 
1 | 
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Penn sylvania 


ers Voce Cwatrion | - ied a icy | MOortest 4 f Tq TMNe 
17 | | \ 
effect that all those plan t n ( \tlant Cit 
—? ' 1] , , . P . 
lub. snAoulid forward ther nar it) MiTy], Ol OT nerore 
1 . > ~ ‘ 7 , ‘ > ‘ 
Marcel 0). Between 50 and 60 name Nave already heen 
] ] , ] .eqe ° . x ] Ay ~~ 4 7 
enrolled. aL annual meeting tT the National Associa 


tion of Master Plumbers’ will be held at Atlantic City. 


lune 1h. Z. 1s. and Pittsburgh will have | COO CT! wad 


Philadelphia and Vicinity. 

\Wm p Robinson, ‘ss of 102 Rida \venue, Phila 
delphia, has just been awarded the contract to install 
plumbing and heating in seventeen houses, which are be 
ing erected in Roxbourough for Geo. M. Robins 

|. H. Wohlfeld, of 1415 North Seventh eee is mak 
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ing quite extensive alternations to the plumbing system 
in the Roxford Knitting Mills 

Geo. H. Smith has taken over the business of Mc- 
Donald & Smith at 1819 Church Street, Frankford, Pa.. 
and is doing a large amount of business in both the 
plumbing and heating line. 

C. W. Rice, of 4209 Frankford Avenue, reports a lot 
ot plumbing and heating business on hand for the coming 
season. Mr. Rice has just fixed up his show room and 
enlarged his quarters. 

H. ©. Asquith, of 4102 North Fifth Street, has been 
awarded the contract for plumbing and heating 57 new 
houses which are being erected by J. Schmunk. 

Mr. Glick, of Seventh Street and Girard Avenue, has 
been awarded the contract to install plumbing tin the 


Bath House at 7th and Poplar Streets. 


<——e o_o, 


Connecticut 


$< a zs 2 o_o 


Stamford.—Business in the building industries prom 
ises to be exceptionally good in this city during the 
present year. Besides a good lot ot residence work in 


‘ 


ontemplation there will be at least three new schools 
built during the coming spring and summer (One at 
Waterside, one in West Stamford and a large addition 
to the Stamford high school, which will equal in size the 
present building \ new central fire house is also in con 
templation and as we go to press, bids for the plumbing 
and heating in the large new theatre to be erected on At 
lantic Avenue are being considered 

Stamford.—Feeks & Rutz are about completing the 
plumbing in the new Suburban Club. The equipment 
is exceptionally high class. The piping is all brass, and 
vitreous fixtures and pink Knoxville marble urinals are 
being installed 

New Britain.—The proposition to have the plumbing 
inspector devote his entire time to the work and to fix 
his salary at $1,200 a year has been defeated by the city 
council 

Hartford.—Bids for installing a central heating plant 
for the high school buildings have been received, but as 
the lowest bid is about seven thousand dollars above the 
estimated cost of the work there 1s some question As to 
whether the plant will be installed at this time. The 
hidders and their figures were as follows: Taylor-Flageg 
Co., Meriden, Conn., $27,388; Libby & Blinn, Hartford, 
$29,150; Holyoke Valve & Hydrant Co., Holyoke, Mass., 
Boston, $37,600; Walworth-Eng 
Ingalls & Kendricken 


$36.756: Cleghorn Co., 
lish-Flett Co., 
Boston. $8.840: Albert B. Franklin, Boston, $32,000. 


Louis Vescey has the contract for plumb- 


T> . he ~~ = 
Hoston, S31,775: 


Bridgeport 
ing in two three apartment houses to be erected on Han- 
sen Avenue for Mildred Vescey Plumbing and hot 
heating in . two-family house on Atlantic Street 


water | 


for Vanstone & Vanstone will be done by J. Reilly, Jr. 
Bridgeport.—Plans are being figured for proposed 
the building at 302-306 Fairfield Avenue for 


changes in 
It is planned to build two addt- 


Percy P. Anderson 
tions and to arrange the entire building for business pur 
poses. The only contract yet awarded is that for plumb- 
ine which has been given to Joseph Halstead. 
Waterbury.—Davis Stein has been awarded the con- 
tract for plumbing and the Barlow Bros. Co. for heating 
in the new residence being erected on Harpers Ferry 
Road for Fred W. Lawler. The house will be heated 
by steam and will have all modern improvements in 
plumbing equipment. 


sridgeport.—C, S. Eames & Co. have plumbing a; 
heating contracts in connection with extensive alte: 
tions to be made in the Sea Side Club quarters at 
corner of State and Lafayette streets 


- ‘ 


Minnesota | 


a? So ee eo 
Minneapolis. 

The W. W. Hughes Heating & Plumbing Co. 
Minneapolis, has been awarded the heating and plumbing 
contract for the new building of the Earl Undertakin: 
Co., to be erected at 725 East Franklin Avenue. A vap 
system will be installed. The Hughes Company is no 
finishing work on a heating plant at Fire Station No. 2s 
in this city. The plumbing in said station is being co: 
pleted by J. M. Jacobsen, also of Minneapolis. 

The plumbing and heating firm of Belden, Parter & 
Garay, of this city, is roughing in work on the new Minn 
apolis Athletic Club building, now in course of constru: 
tion. The plumbing and heating installation which th: 
firm is handling is estimated at $60,000. The building will 
be a twelve-story structure. 

HH, Kelly & Co., of 1029 South Third Street, Minn 
apolis, will install the plumbing fixtures in the new $96. 
000 public comfort station now in course of constructi 
in this city. 

The Central Supply Co., of Minneapolis, Minn., wil 
furnish the plumbing fixtures for the $96,000 public con 
fort station now being built in the heart of Minneapolis 
on Bridge Square between Nicollet, Hennepin and Was! 
ington Avenues. The station, it is anticipated, will be 
tinished sometime in July. The material to be furnishe 
by the Central Supply Co. will approximate $10,000 


St. Paul. 

The letting of the general contract for the New Me: 
chants National Bank Building at Fourth and Robert 
Streets, to the Geo. J. Grant Construction Co., of this 
city, has given assurance to local piumbers and steamfitters 
that the plumbing and heating contracts will also be let 
to St. Paul concerns. The building will be of steel con- 
struction, sixteen stories in height and will include the 
largest plumbing and heating jobs ever let in a St. Paul 
building. 


_.. 




















__ Oregon | 














Architect Joseph Jocoberger, Board of Trade Building 


4 


Portland, has completed plans for a three-story concre 
and tile, $25,000 Convent building to be built for the 
Sisters of The Holy Child, near Rose City Park, on 14tl 
Street, Portland. Ssds will be received this month 
all the work. ; 

Architects Goodrich & Goodrich, Portland, have con 
pleted plans for a 2-story $25,000 apartment building 
which will be constructed early in the spring. Architects 
named will receive bids. 

C. B. White, Lumber Exchange Building, Portland, has 
been awarded the contract for building a brick hote! 0! 
the corner of Second and Couch Streets, for A. L. Park- 
hurst. The contract for heating has been awarded to 
S. Shea, and for plumbing to W. W. Cox, of Portland 

George Langford, Builders’ Exchange, Portland, ha: 
been awarded the contract for altering a 7-story store and 
business building at 68 Fifth street for the Weinhard 
Estate. New plumbing and heating will be installed 














ebruary 28, 1914. 
 enmeenidnell ee er ne i hetcecenneanetll eee 
Seattle. 


Local men of the trade, as a whole, report business 








airly good and on the increase to a noticeable extent. 
Building activities, which were prophesied before the first 
of the new year, have begun to materialize, due, in the 
first instance, to the exceptionally fine weather which the 
Puget Sound territory is experiencing. Another reason tor 
the resumption of building is the fact that money 1s more 
easily obtained than heretofore and lumber and othe 
necessary materials are much lower. \ considerable 
amount of building was started during the past month 
and more is slated to begin during February. This, nat 
urally, means work for the plumbing and heating con 
tractors, who express a belief that the coming Spring 
ind Summer hold a volume of business for them. 


The largest contract that has been let since the tirs 
of the year was recently awarded to the McMahon Plumb 
ing & Heating Co., 1506 Eighth Avenue. The contract 
entails the placing of 104 plumbing fixtures in an apart 
ment house at 523 Columbia Street for J. B. Machant. The 
letting of this contract caused a considerable flurry among 
the local plumbers as practically every shop, of any con 
sequence, had submitted a bid 

The next largest contract that has been awarded since 
lanuary 1 was recently signed to the S. L. Langham Co., 
53 North 73d Street, being for the installation of approx 
imately 80 plumbing fixtures in an apartment house at 
2413 Jackson Street for Hans Pederson, Madison block. 

The Ernst Hardware & Plumbing Co. ef 514 Pike Street, 
leads the local trade in the number of new contracts signed 
since January 20. The largest contract among the many 
was for the installation of both plumbing and heating fix- 
tures in the Netherlands-American Mortgage Bank, at 
914-916 Eighth Avenue South. Others which were well 
worthy of mention are the plumbing installations at $437 
8th Avenue, Southwest, for Geo. Young; plumbing at 
1320 Latona Avenue, for H. C. Green; and plumbing in 
the following residences: 4918 Burke Avenue for O. H 
Sundt; 420 20th Avenue South; 422 20th Avenue South 
and 426 20th Avenue South, for M. Connor; 708 Third Ave 
nue West, for L. Roy; 851 Donovan Street, ior D. Mitchel 
er: 2918 9th Avenue West, P. A. Carlson; 222, 218, 225 
West Roy Street, for L. Roy. 

Simpson-Pepper Co., of 314 James Stree 
tract for the installation of plumbing in the Butler Hotel, 
114 James Street, also tor plumbing in a business block at 
920 First Avenue, for Gottstein & Hoffman. This com 
pany will also install a heating system at 3838 Ashworth 
\venue, for J. N. Denny. 


has the con 


_—s 


Tacoma. 


H. K. Todd, of South Fourth Street and St. Helens 
\venue, has had plans prepared for extensive alterations 


which are to be made to an apartment house at the ad- 
dress given. It 1s understood a heating system and new 
plumbing installation are included in the work. 

The H. A. Rhodes Investment Co., corner 11th and (¢ 
Streets, will altar an apartment house at 307 South Ninth 
Street at a cost of about $20,000. The contract for the 
work has been let to J. E. Bonnell, 754 Commerce street. 
The general contractor will shortly receive bids for the 
plumbing installation to be made. 

The Flectric Service Co., 943 Commerce Street, H. R. 
Rohrback, manager, has been awarded the contract for 
the installation of ventilating svstems in the Melbourne 





DOMESTIC ENGINEERING | 287 


and Circuit theatres. The contract for other work includ 
ing a heating system and plumbing installations have not 


been awarded to date 


~ 


Al. C. Howe, president, of the Pioneer Bindery & Print 
ing Co., will build a $25,000 garage at Seventh and ¢ 
Streets. D. D. A. Outealt, of Bankers Trust Bldg., has 
been commissioned to prepare the plans, and he will re 
ceive all bids for sub-contracts. 

The Fidelity Rent WX ( ollection Co.,. Savaxvt Scohels 
Building, will build a one-story store and business building 
costing not less than $25,000 at 11th and E. Streets. Lut! 
er Twitchell, architect, Savage-Scofield Building, has prac 
tically completed the plans and will receive bids for the 


vyeneral and sub-contracts durine the month ot February 


Spokane. 


The James Smyth Plumbing Co. has been awarded 


contract for the installation of a heating system in the 

new Union Depot being built in this city by the Or 

eon-Washingeton Railroad & Navigation | ompanv and th 
Milwaukee & St. Paul Ry 


( Ontracrts agvrevgati ing LOT ¢ than 4200 000. proven 


( hicago 


‘ 


the construction of an entirely new Sroup ol buildings at 


the state institution for the feeble minded at Medical 


Lake, were awarded by the State Board of Control. Olwm 
pia, recently The successtul bidders were Spokane Con 
tractors in all instances fhe contracts were awarded 


Plumbing, Edwin M. Meaftrey Co.. $14,288 


heating, Arnold-Evans Co... $15.270: electric wit 


as follows: 


~ 
aw 
a“ 
ad 


Chase Engineering Co.. $1.962 


Other Cities in the State. 

\rchitect William Cox, of Concrete, is preparing plans 
tor a business block which will be built in that citv by 
| K. Merz, of Mt. Vernon he structure will cost about 
$25,000 


M. Murphy, of Sumas, 1s preparing plans for a 


story business block to be built in Sumas at a cost of} 
$30,000. The structure will be of brick construction Bid 
ror the general and subcontracts. including heat 1) Bak 


plumbing will be received at once. 

Che contract for heating, plumbing and ventilatin: 
the $80,000 school buildine under construction 
Bend has been awarded to the ieckart Plumbine Xe Ele 


ing Co. ot 1614 Third \venue, Seattle 


\. D. McAdam, of Everett, on a bid of $50.000. has he 
iwarded the contract for building a business block oy; 
the corner of Whetmore and Rockefeller Avenues. in that 
city He wall shortly receive bids for the subcor tract 7 
cluding plumbing, heating and ventilatins 


w bidder for the water main o1 
\ki Avenue, Seattle, Wash. His bid was $26.164.87. 
Thomas McCart, representing the Buffalo Meter Co.. ot 

Buffalo, N. Y., was the lowest bidder for the contract 1 


Timothy Ryan was the I 


supply the city of Spokane, Wash., with 2,000 water meter 
The amount involved was about $11,000. 

Patrick Manning, of Chehalis, on a bid of $20.000. ha 
received the contract for building the Weatherwax Apart 
ments, to be biult on the corner of East First and H 
Streets, in Aberdeen. The general contractor will r 
ceive bids for plumbing, heating and wiring shortly 

The Secretary of the Commercial Club, Walla Walla, 
authority for the statement that approximately $1,000,000 


worth of buildine will be done in that citv durine 1914 


\monge the buildings to be constructed are the $175,000 
high school; a courthouse which will cost between $200 
000 and $300,000; Northern Pacific Railway Co. will e> 
pend $100,000 In a new depot, etc., and the Congregation 


alists will build a new church costing $60.000 or more 








' 4 ] ] ‘ ‘ 
and tne Meth: qist Association pian a S20.000 structure 
' , 1% ‘1 : = : . - , + 
V\ illa WWalia plumbing Nn Catine contractors are OOK 
T j f p pe - . al 





| California | 


San Francisco and Vicinity. 





t} pT Cqri¢ { I Cl riiding condairiions [ ( 

I r 4 niract \ ( f cxXDe ted ror tile early part 
ot the ea e still being el Dm tor imous reasons 
In rit Cast Pros] ctive lders it¢ awaiting rurthner? 
developments in the money market, but the factor ot de 
lay most often heard of is the weather lt 1S ramming 
again this week. and this, while it confirms the good out- 
look in the state at large, serves to postpone immediate 


projects in this city 

The San Francisco Board of Public Works has adver 
tised for bids for the installation of pneumatic tubing, 
vacuum cleaning system and electric wiring of the new 
San Francisco City Hall. The estimated cost of these 
is $90,000. Bids have also been asked for for the water 
piping for the City Hall. This is estimated to cost about 
$12,000. 

As a result of the tragic riots in one of the large hop 
ranch camps last fall in which several men were killed, it 
is probable that the state will endeavor to establish some 
sort of supervision over the Sanitary condition ot labor 
camps on the larger ranches and construction camps. In 
the case in question some 2,800 people, more than half 
being women and children, were employed at the Durst 
Bros. hop ranch with toilet arrangements suited, accord 
ing to the official investigators, for not more than twenty- 
live or thirty people Long lines of people were wait 
ing before the few toilets ail day long. This is probably 
an extreme case, but it 1s said that many of the larger 
labor camps of California are practically without sanitary 
arrangement It is now planned to have the California 
State Immigration and Housing Commission take up the 
inspection of these camps with a view to enforcing sucl 
sanitarv arrangements as shall be deemed safe for healtl 


] | ; } . 
and suited to commot Standards of qdecency 


Other Cities in the State. 
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incorporators 
Baker. Albert H. Edmond and Flovd A 


Mr. Baker 1s president ot the company 


harnesare 


Designs have been called for for a new laboratory ans 
building at Chico, Cal., to cost about 
¢30.000. The building will contain a heating plant in 
the basement and will be provided with drinking foun- 


tains, lavatories on each floor and other modern ap 


plian es, 

In Los Angeles the outlook was materially improved 
when the city council took favorable action on the pro- 
posal of the Southern Pacific Railway Co., that the com 
pany build a new and thoroughly modern Arcade Depot, 


to replace the present building if the city would allow 
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at Fifth and Central Stre: 


the company to use the site 
This building ts to be erectetl immediately. Because 
this fact that part ot the City is in great demand 

uilding sites, and it 1s estimated that over $1,000,000 y 
be expended in that vicinity in the course of the n 
few months on new building exclusive of the new dey 


Lhis, of course, will help out the plumbing trade in | 










\ 7 "er l, '3% > } . ‘ +7 ] ‘ 
\ permit has just been issued in Los Angeles for 


building at 442-450 South M 


“ | - | 
construction ofr a pric 








ST eet. to COST S17.500. 





Lal t | . } ited co ds le h: } ‘- . ‘ +1 > : ; 
VV fiile rime HDULdINge trade las not peen as active In 





large coast cities as at this time a year ago, the buil 


ing operations in the towns and cities of the San Joaqu 





and Sacramento valleys have been very active. There ar: 





number of large new buildings under construction 





fresno and several more are planned for the near futur: 





Plans are being made for a three-story hotel at the pr: 





ent time. Although the plans have not been definitely se 





tled as yet, it is believed that the new hotel will hav: 
a trontage of 100 feet on H Street and of 150 feet on Kern 


street. 






\ccording to the present figures there will be 





150 rooms with hot and cold water fixtures in all. The 





building will be of Class C. construction 





\nother Fresno building which is to contain a consid 





erable amount of plumbing work is the Shaver Block, at 





J and Merced Streets, which is now under process of 





construction. There will be 30 rooms with baths on 





the second floor, which will be used asa lodging house. 





The Commercial Fireproof Building Co. is making ar- 






ranvements for the erection of a twelve-story fireproof 








building on the northwest corner of Fifth and Spring 






Streets in Los Angeles. The building will have a front- 
age of 155 teet on each street. and cost $1.000.000. sids 






will be called for in the course of the next few months. 








TO DESTROY MARKET FOR STOLEN PLUMB- 
ING FIXTURES. 








The city commissioners of Wichita, Kans., are being 





ordinance making the purchase of used 


urged to pass an 






plumbing fixtures a crime. Real estate men and owners 







ot rental properties have been asking such an ordinance 


t 






for several months and the city commissioners are now 





considering the matter seriously. It is said that some 





sort of legislation is needed to stop the stealing of 






lighting fixtures from vacant houses. 





Scarcely a dav passes when the police do not receiv 






report of stolen plumbing. Recently all the nickel 
lead pipe, brass, copper and electric light wire was 
stripped from a vacant residence. The owner paid m 






‘ ‘ ° ’ 1 - 
than half the original cost to replace the stolen parts. 










APPRECIATES QUICK-ACTION CONVENTION 
REPORT. 






’ 


Editor “Domestic Engineering”’:—I am in receipt o 





your favor of the 20th inst. relative to our Ohio Convet 






tion. I am sure your paper deserves a great deal of c1 
It was 


quite a surprise to the writer, when upon my return 





dit for the quick action on Convention reports. 






this city, I find the whole proceedings of the convent 
as set forth in Domestic Engineering, upon my desk. 






Yours very truly, 
James A. Wood, 


President Ohio State Master Plumbers’ Association 
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Plumbing Department. 

1.087.227. Klush-Tank Valve. Robert G. Ferguson, 


Lakewood, N. J. The combination with a tlush tank hav- 

¢ a discharge opening, of a tubular valve casing mount- 
ed in said opening and depending from the tank, said cas- 
ing having a ball valve seat at its upper end and located 
within the tank, a valve cage over said seat, a ball valve 
in said cage and adapted to rest on said seat, the lower 
end of said casing being provided with discharge openings, 
a cup-shaped valve slidably mounted upon the lower end 
of the casing and adapted to open and close the open- 
ings in the same, a plunger rod extending through the 
casing, the lower end of which is detachably secured 
to the bottom of the cup-shaped valve, a plunger head 
on said rod having a valve seat for engagement with said 
ball valve, said head also having an opening extending 
transversely therethrough and provided with a cam wall 
and an opposite upright stop wall, an actuating shaft 
mounted in said casing and having a crank operable in 
the transverse opening of the head thus formed, whereby 
the shaft is permitted to turn in one direction only for 
alternately opening and closing the valves at the opposite 
ends of the casing. 

















1,087,228. Combination Vacuum Ventilating-Exhaust. 
Robert G. Ferguson, Lakewood, N. J. Ina ventilating ex- 
haust system, the combination with an upright injector 
adapted to be connected at its lower end with a waste, a 
casing, connections between its interior and a ventilator, 
and a combined exhaust fan and water wheel journaled 
in said casing: of an upright water tank disposed within 
said injector at its upper end and having an outlet at its 
lower end, a spreader beneath said outlet, means for con- 
trolling the admission of water to the upper end of said 
tank, and a lateral pipe leading from such tank at a 
point near its upper end to the casing of the water wheel, 
for the purpose set forth. 

1,087,255. Apparatus for Operating Flushing-Valves. 
Thomas F. Payne, Pittsburgh, Pa. In an apparatus for 
operating flushing-valves, the combination with a vertt- 











Polished Aluminum Seats 


EVERLASTING 











Absolutely 


Sanitary 











The Unqualified Choice 
of ManyArchitects and 
Sanitary Engineers. 





We cordially in- 
vite every Plumber 
to write us for 
prices and descrip- 
tive literature. 









Introductory Offer 
As we know that after 
you have seen these seats, 
you will recommend them 
to all your customers, we will send you via parcel 
post, one (and only one)seat, at one-half regular price. 
Write today, to 
1167-1175 Jefferson Ave., East 


Largest Mfrs. of Alumi Tanks and Seat — ° 
rg rs “— the World angs an eats Detroit, Mich. 




















The 





HEAT INTENSIFIER 


has this advantage, it 


Costs Nothing 
to Connect 


it’s a part of the expan- 
sion pipe. 


rr S anemia ‘ 
Send for reulars illustra 
| 








Circulate 


under pressure 


NATIONAL STEAM SPECIALTY CO. 


8-10 So. Clinton St. Chicago, Ill. 
Surpless, Dunn & Co., 74 Murray St., New York 
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Is Your Supply of Hot Water Sufficient ? 
Are You Put to Any Inconvenience ? 


Not If You Use the 


STARK TANK HEATER 


NOVELTY IRON COMPANY 
MANUFACTURERS OF 
STEAM AND HOT WATER HEATERS 
CANTON, OHIO 


























We beg to announce that 
In a Boston Grease Trap 


there is held fast all grease 
from Bostonese kitchen sinks— 
that the waste pipes are abso- 
lutely free and can never be 
grease-clogged. 

The BOSTON GREASE TRAP 
is easy to install—very simply 
constructed, durable, and can 
be quickly and easily cleaned 
Why not write us for a de 
tailed description? 


R. Estabrook’s Sons 


South Boston, Mass. 























MURDOCK 
On Self-Closing Hydrants 
Means it Is Frost Proof 


Notice the way this hydrant is marked, 
with the name running up and down on 
the body. 

If it’s marked that way you are sure it 
is a GENUINE MURDOCK and that it 
will work under any regular working 
pressure. 

Every Genuine MURDOCK is thoroughly 
tested before it leaves us and that as- 
sures posftive action under all conditions 
and makes a satisfied customer every 
‘ime 

Mr. Practical Plumber, be on the safe 
side by making sure it is a GENUINE 
MURDOCK. 


The Murdock Mfg. & Supply Co. 
Cincinnati, Ohio 




















ENGINEERING Vol. LXVI. N 


cally movable flushing-valve, and a horizontal lever 

connected thereto, of a cam for moving the lever 

pivoted adjacent thereto and having a convex curved « 
figuration such that when the cam is moved the poin 
contact on the lever-arm gradually shifts from a posit 
in a vertical line with the pivotal point of the cam | 
lateral and more remote position from the said piv 
point, whereby the initial movement of the lever-arm 

be effected with a minimum effort 

1,OS7 255. 


+ 





























1,087,257 Water-cock, Simon Resek, Cleveland, Ohi 
in a water cock having a drain passage from its delivery 
side, the combination of a cock body with a seat, a mai 
plug having screw-threaded mounting and adapted to et 
vage said seat, a handle-stem provided with independent 
screw-threaded mounting and adapted to control sar 
drain passage and also the main-plug, with means fo 
so connecting the handle-stem to the main-plug that th: 
handle-stem may have an initial preliminary screw mov: 
ment before it operates the main-plug to open the cock 
whereby it cuts off the drain passage before moving th 
main-plug 

1,087,266. Water-heater, Frank I’. Turner, Little Falls 
Minn. In a water heater, the combination with a casing 
having a fire box, and a flue opening therein; of a pair o1 
hollow frusto-conical drums disposed in the casing abov: 
the fire box, said drums being arranged one within th: 
other, a plurality of spirally designed fire tubes forme 
vithin the hollow portion of the outer of said drums, an 
means to circulate water within said drums 

















1,087,457. Valve-seat former, Michael I. O’Keefe, 
dletown, Conn. <A valve seat former including a base 
having means for detachably securing it to a faucet 
the like, a feeding sleeve located within the base 
forming a bearing for a spindle, a former spindle carried 


by said bearing, means for rigidly holding said spindl 
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vainst longitudinal movement in either direction in said 
sleeve while permitting rotary movement of said spindle, 
‘d a cutter head secured to the spindle. 

1,087,347. Laundry-tub stand, John L. Bayley, Minne- 
polis, Minn., assignor of one-half to Harry M. Bayley. 
Minneapolis, Minn. A laundry tub stand comprising end 
standards, means to interconnect the same, said stand 
rds having integrally formed pipe supporting pedestals 

tending upward from their rear portions and formed 

th seats through which water pipes may be passed. 

|,087,514. Valve tor pumps, Michael Smolensky, Cleve- 
land, Ohio. A valve structure for pumps, comprising an 
integral casing having communicating bores extending 
there-through, and counterbores forming valve seats In 
said bores, cored passages in the casing communicating 
it their opposite ends with each bore respectively, and 
reciprocating valves in the bores, movable to and from 
the seats, the ends of the cored passages communicating 
vith the bores on opposite sides of the valves when the 


itter are in open position 





S$ 1,087,664 





1,087,542. Mechanism tor operating ftlush-valves, John 
W. Meaker, Detroit, Mich. Mechanism for operating 
tush valves comprising a plate adapted to be secured to 
the inside face of a tank wall In an opening therethrough 
ind provided with a bearing opening, an operating shaft 
ournaled in the opening, a lever fulcrumed on the plate 
in substantially axial coincidence with the shaft, a link 
swinging from the plate, a coupling articulating the leve: 
and link and a yoke on the shaft adapted to contact with 
ind raise the lever when the shaft is turned in one direc 
tion and to contact with and operate the link to raise the 
lever when the shaft is turned in the opposite direction, 


the link acting as a positive stop for the lever that limits 


its upward movement. 

1,087,654. Faucet, Joseph H. Glauber, Cleveland, Ohno. 
\ faucet having a short and straight tubular body with 

short and straight spout at the outer extreme end and 
i valve seat at its other end and internal threads at an 
ntermediate point between said valve seat and its outer 
end, and provided with an irregular discharge passage 
xtending forwardly along its bottom from said seat to 
the upper end of said spout to re-form the water into a 
solid stream after discharge through the valve seat and 
i leak duct in the extreme front end of said body open 
to the spout at the end of said irregular passage, in com- 
bination with a valve having a screw-threaded stem re- 

iuced in part and provided with a stop collar, and a 
screw cap for the end of said body recessed to receive 
said collar and open to support the stem. 

1,087,821. Water-gage valve, William B. Pettus, At- 
lanta, Ga. In water glass valve construction, a water 
glass a spherical shaped body, a connection between 
said body and water glass, bosses formed on said body at 


diametrically opposite points and extending outwardly 
therefrom, one of said bosses being formed witha threaded 
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Let the Latest Improved 


HOFFMAN WATER HEATER 


increase your 1914 profits. 


Every “HOFFMAN” you sell or 
install is a recommendation for you 
and. will mean More Business and 


More Profits. 


Something Entirely New 
This Heater is equipped with our 


New and Improved Thermostat 


Nothing like it on the market. Acts 
on Water Valve instead of on Gas 
Valve, making it the simplest, most 
positive and practical Valve ever 
devised. 


This feature alone makes it worth 
your while to investigate. 


Write today for full particulars. 
THE 


HOFFMAN HEATER COMPANY 


LORAIN, OHIO 
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Master Plumbers 


Engine with no 
spark plugs, 
out of order. 


A Noiseless Pumping 
ymmplicated parts, batteries, 
vaives or carburetor to get 


The Caloric 
Noiseless Engine 


all that 
ao, and more 
So simple that 
can operate it 
one **‘Caloric’’ 
i » and you as well 
more than 


ny can 
and d 


any sarcomas person 


umping 


es it 


does 


engine 
etter. 





on your next water 
aS your CUS- 
satisfied with 





today for Catalog ‘‘C’’ and in- 


esting prices. 


The Bremen Manufacturing Co. 
Bremen, Ohio, U. S. A. 

















Detroit Valve 
and Fittings Co. 


Manuafecturers or 


Malleable Iron Fittings and 
Special Malleable and Grey 
lron Castings. Galvanizing 
and Japanning. 





DETROIT, MICHIGAN 


Write for Catalogue 























One pound of Steam as Good as Ten. 


No Boiler Pit is better 
than a deep one 
when 


you have a 


“Chicago” Electric 
Condensation 
Pump 
inthe job 
It avoids 


hat vine 
radiators on wall. It 


Write for Catalog D. 


Chicago uate teenie 903 W. Lake St., Chicago 


Manufacturers of Turbine House and Bilge Pumps, Sewage 
iectors and Electric Cellar Drainers. 


built on corr rechanical principles. 


1s 























WE MAKE A SPECIALTY OF 


General Foundry and Machine Work 


Let us figure with you 
MODERN IRON WORKS, Quincy, Ill 


























Bugs don't like this adjustable boiler 


stand. it gives them no roosting place. To 
plumb boiler, insert wedge under slide piece. 
Whvy pay the same price for a stand of the 
ordinary kind? Height, !3% inches. Weighs 
about 6 lbs. Get jobber’ s price for lots of 100 


or more. 
Cc. H. FOSTER 
14 Princeton Ave. ST. LOUIS, MO. 
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bore and the other with a passage coaxial with the 

to the last named boss and havi: 
and extending therefror 
sleeve, a shank threadedly 
the other 
therein, 


a sleeve connected 


passage therein outwardly 


bonnet carried by said ens 


the boss and adapted 


for rotating 


ing threaded bore in 


longitudinal movement a handle 
shank, a 


tending 


said passage and 
disk 


being formed with a seat adapte: 


stem disposed within 
the 


valve 


beyond sleeve, a valve carried by 


stem, said passage 


shank and stem conne 


the 


valve 


said having 
of 


automatically 


receive said disk. 
together said stem 


the 
surrounding 


blades upon free end 


adapted to close the in even?! 
the water 


shank 


valve 


breaking, and spring 


to 


olass a 


and designed assist said blades in closing 


i 
' 
| 





1,087,910. 


B. 


comprising 


910 \Water-closet valve. Robert Grimm, 


Pa A 


supply 


1,087 


burgh, water closet valve a 


cylindrical stem and a cylindrical valve 


ing a terminal cap slidably mounted thereon by a central 


cylindrical bore and provided within its body 


with downwardly directed circulation ports spaced 


the bore, and an inserted 


the 
and 


beyond central 
the 


of 


wardly 


gasket in portion of valve adapted to 


the 


uppe if 
the 
through 


on top supply stem to open or clos 


said ports and stem, substantially as 


culation 





ssh NAW occa) 
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1,087,543. Interchangeable 
cock. Adolph Mueller, 
Mueller Mfg. Co., 
combination 
the 
nverting 
cock, 
valve casing, 
the 
out at its upper end, 


I1., 
corporation of 
constructed 


assignor ti 
[lin 
To 


Decatur, 
Ill.. a 


casing 


Decatur, 
valve 
of 

self-closing 


In with a 


associate a self-closing cock, m: 


cock 


comprising 


celve parts 
to a manually o; 


for 


for ¢ the 
ated 
the 


binding 


said means a sleeve inset 


in gland nut carried on the casin: 


sleeve therein and being reduced and di 


compression operating means 


sleeve having a stem projecting up through the gland 


and a handle on the upper end the stem provid 


pa *K ne? 


hollo \ 


embody- 


? 


portion 


self-closing and compression 
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. bonnet overlapping the upper reduced end of the gland 
nut to house the stem at all adjustments of the manually 
operated valve. 

45,253. Bath-tub trap, James Crawford, Roxbury, Mass., 
issignor to Joseph H. Young Co., Mass., a 
The ornamental design tor a 


Boston, cor- 


poration of Massachusetts. 


as shown and described. 


bath-tub 
1,087,72 
Pittsburgh, 


trap, 


for cleaning sewers, John Bruce, 


The improved device for removing ob- 
Ot loop OT 


Means 
Pa, 
structions of 
spring wire formed ot a length of wire doubled upon 
self at the middle of its length, the outer end of the loop 


sewers, consisting an integral 


eing rounded, and a holding clamp adapted to be applied 

and secured to the ends of the wire composing the loop 
and having the form of a crank brace, for rotating the 
loop manually, as described. 


Heating Department. 
Valve. W. 


isaac Kirby, lLos Angeles, Cal, \ device t 


1,087,108. Automatic Roy (Cummings and 


rr the purpose 
an inlet 


set forth comprising an upper head having port 


at its upper end and having a lateral offset constituting 
an outlet port and provided internally between its upper 
end and the said offset with an annular valve seat, a lower 
head having an open lower end and having a lateral off- 
set providing an outlet port, a support fitted in the lower 
end of the upper head and the upper end of the lower 
head and closing the same, the lower head being provided 
an internal annular beveled 


below the lateral offset with 


projection forming a valve seat, a valve rod extending 


through the 
concentrically with the said valve seats and its lower end 


said support and having its end disposed 


extending below the internal annular projection on the 
head, disks the of 


the said rod and adapted to engage seats. 


ends 


secured 
the 


lower and valve upon 


said valve 
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Chi- 


Hoffman, 


1). 


Radiator Valve. George 


1,087,119. 
cago, Ill, assignor to Norwall Manufacturing Company, 


Chicago, Ill. In a valve for radiators, an outer casing 
having a detachable end, an open-ended inner casing ex- 
tending between and held in place by the ends of the 
outer casing, an expansible member arranged within the 
inner casing and flexibly suspended from said detachable 
end, a diaphragm extending across the inner casing ad- 
jacent to the opposite end, said diaphragm having a port 
therethrough, a valve on said expansible member for con- 
trolling said port, said inner casing having windows there- 
and the outer 


casing having an inlet port therein at a point outside of 


through, screens covering said windows, 


the inner casing and having also an outlet port at a point 
helow the diaphragm. 


1,087,274. Heating Apparatus William Check and 
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Four 
Good 


Reasons 


Why You Should 
‘‘Push”’ the 
“Pittsburg” Line 






**Pittsburg”’ 
Type A. F. T. ¥. 


The 


The only 


controlled heater 


triple 


on the market. 


First—it PAYS. If it did not, the number 
of progressive plumbers now handling 
‘“Pittsburg’” Gas Water Heaters would not 


be constantly increasing. 


Second—Few hot water requirements are 
so difficult that they cannot be supplied 
by one of the ten styles and forty-eight 
sizes of water heaters of the extensive 


‘Pittsburg’ line. 
“Pittsburg” 


heaters are usually demanded on work 


All ‘‘Pitts- 


burg’’ heaters carry a ‘money back” guar- 


where quality is uppermost. 


antee as a surety of quality; a thirci strong 
point. 

Last—the mechanical excellence, simplic- 
ity and efficient performance of ‘'Pitts- 
burg’ appliances INSURES: satisfaction 
to the customer; and satisfied customers 


boost business. 


Write for Catalog ‘‘P.”’ 


Pittsburg Water Heater Company 


Pittsburg, Pennsylvania 





My] WATER 
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Quality All = 
the Way ‘il : 
Through 





Specify and install our 


Ball Bearing, Top Lever Handle 
Self-Closing Basin Cock 


and you need not worry about 
results. 

300 sizes and patterns 

14 different styles of handles 

All parts interchangeable. 


Guaranteed for Ten Years 
We make Compression’ Basin 
Cocks in same patterns as Self- 
Closing work. 

Sold by all jobbers. 
Write for our latest catalog. 


The Brookside Brass Foundry & Mfg. Co. 


Established 1901 
2315 Selzer Ave., S. W., Cleveland, O. 
Specialists in High Grade Self-Closing Plumbers’ Brass Goods 

















Horigan Aqua Expansion Tank 
PRICE, $11.50 NET 


arene. 


J 
ee | ee 


A real money saver for Hot Water Heating 

no attic expansion tank needed. Cheaper 
than any heat regulator or generator Con- 
tractors save money on piping—%-in. risers 
to first fleor—%-in. on second—none needed 
larger than 2 in. Reduces pressure. In- 
creases efficiency. Saves fuel. On five to 
eight-room houses, you can make a price in 
competition with a Hot Alr Furnace contract 
Big demand. Send for full details. 


HORIGAN SUPPLY CO. 
ST. JOSEPH, MO. 


Cam 











That’s right—there’s only one 
generator—and that’s The Master- 
piece possessing these qualities: 

Always retains 10 lbs. pressure. 

After discharging reseats at not 
less than 9 Ibs. thus losing no heat 
already gained. 

Perfect, simple, attractive and inex- 
pensive—in short THE MASTER- 
PIECE. Manufactured by 


THE WATSON SPECIALTY CO. 


Terre Haute, Ind. 


Burrell Ivan Sipes, Buena Vista, Colo. In a heat 
erating apparatus the combination of a vessel adapted 
hold water and providing a heating chamber, and h. 
ing a combustion chamber therein open at the bottom 
casing surrounding said vessel and leaving a space the: 
between to form a vacuum chamber; an outlet pipe | 
ing from the heating chamber: a casing surrounding s 
inlet pipe and providing a vacuum chamber; an inlet pi 
leading into the heating chamber; a casing surroundi: 
said inlet pipe and providing a vacuum chamber; and 
burner located in said combustion chamber; substantiall, 


as described. 


ot ee aw oe ewe 


1.087.274 








1,087,284 











1.087,284. Steam-Heating System. Quimby N. Evans 
New York, N. Y., assignor to Evans, Almirall & Co., New 
York, N Y., a Firm. A suction device for a steam heat- 
ing system comprising a trapped condensing column, a 
valved water inlet thereto, and means controlled by the 
vacuum in said column for operating the valve wlLereby 
automatically to maintain a prescribed vacuum. 

1,087,296. Ventilator. William R. Johnson, New De- 
catur, Ala. A ventilator comprising a stem, upper and 
lower bridge pieces therein, the lower bridge piece having 
a chain opening and a key-hole slot therein, a supoorting 
rod slidably extending through said bridge piece, a damper 
at the upper end of said rod, a pulley on the upper bridge 
piece, and a chain connected with said rod and extending 
upward through said chain hole, around said pulley, and 
then through said key-hole slot. 











1,087,908. Thermostatic Temperature-Regulating Appa- 
ratus. John P. Reinecke, Crafton, and Edward C. Weber 
and Edward A. Krah, Jr., Pittsburgh, Pa. The combina- 
tion of a casing having a mixing chamber therein and p.« 
vided with hot and cold water connections and an out- 
let, said casing forming one member of a thermostat, a 
thermostat member adjacent to the casing, a valve casing 
in one of said connections provided with a seat and with 
cylinders on opposite sides thereof, connections between 
the valve and thermostat for automatically controlling th: 
valve, and, pistons connected to oposite sides of said valv: 
and traveling in said cylinders, and arranged to equalize 
the pressures on opposite sides thereof. 











